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SUMMARY; 

This report is an inventory of the PCB/Mirex Data currently 
available at the Ministry of the Environment Laboratory 
Services Branch. It includes statistical summaries of 4681 
fish from 216 locations in Ontario. The data is presented 
alphabetically for each Ministry region. 
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INTRODUCTION 



PCB'S 



Polychlorinated Biphenyls (PCB) are a manufactured product 
for use in electrical transformers and capacitors. Prior 
to 1975, however, their use was not restricted to this 
area and they were found in a wide range of applications 
including incorporation into: paints, varnishes, plastics, 
hydraulic fluids, etc. This wide spread use of PCB and 
their inherent biological and chemical stability, has led 
to world-wide contamination of waterways, fishes and 
water fowl. Even remote non-industrialized areas such as 
Northern Ontario carry a certain degree of PCB contamination 
due to airborne transfer and use of waste PCB oils for dirt 
road spraying (for dust control) . 

Mirex 

Mirex is another manufactured product which has two main 
uses. One was the control of fire-ants in the eastern U.S., 
the other as a fire retardant in many finished products. 
In this application it has the name Dechlorane 510. 

Due to the manufacture and grinding of Mirex by U.S. 
companies located adjacent to the Niagara River, Mirex 
(Dechlorane 510) has been found only in lake Ontario and 
the St. Lawrence River to this date. 

Due to the widespread contamination of PCB and the localized 
contamination of Mirex the Ministry of the Environment in 
conjunction with the MNR initiated a continuing programme 
to analyze fish from many different lakes in Ontario as 
well as the Great Lakes, to check levels of these and 
other persistant organic contaminants in edible portions 
of fish. 

This report is an inventory of PCB/Mirex data on hand at 
the Laboratory Services Branch. It does not include all 
data on PCB/Mirex levels, but does contain the data suitably 
available at this time. 

Mirex data is not presented for collections prior to mid 1975, 
when it was first detected in Ontario by CCIW at Burlington. 

Excluded from this report are summaries of fish collections 
for which no length or weight data were available or which 
were too small to be statistically significant. 

The analysis of PCB/Mirex in Ontario is an ongoing programme 
and so periodic updates of this report will be prepared 
(likely on a yearly basis). 
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DATA PRESENTATION 

The summaries for inland waters have been organized according 
to Ministry of the Environment regions (see Fig 1) . Within 
each region, the lakes are listed alphabetically. Data on 
each of the Great Lakes has been broken down according to 
statistical districts defined by the Ministry of Natural 
Resources . 

Lake names and latitude/longitude are according to the 
Gazetteer of Canada, where appropriate, and those water 
bodies not listed in the Gazeteer have names and locations 
according to information given by field personnel 
responsible for the fish collections. PCB/Mirex data is 
presented by species (see Table 1) . For each species, the 
number of specimens comprising the sample (N) is recorded 
along with the arithmetic mean and ranges of the PCB and 
Mirex concentration (ppb or ng/g) , length (cm) , weight (g) , 
as well as the percentages of PCB or Mirex concentrations 
in the sample exceeding the guideline for unrestricted 
consumption. 

For species with five or more representatives a regression 
analysis has been performed. The model used is one with 
both parameters (PCB or Mirex and length) transformed by 
natural logarithms. The product moment correlation coefficient 
is tested (Ho? 4 r =0) and if it is found to be different from 
zero (p 0.05), an "AB" breakdown is performed. 

This breakdown is an indication of PCB or Mirex concentration 
ranges to be found in length ranges included in the samples. 
The "AB" is assigned by solving the regression equation at 
the upper limit of the length range. The letters are assigned 
to length ranges found in the samples extended at both ends 
by 10%. 

Note: All smelt samples are 10 fish composites. 
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TABLE 1 
SPECIES LIST 



DESIGNATION IN 
SUMMARIES 

ALEWIFE 

B. BULLHEAD 

B. CRAPPIE 

BLUEGILL 

BOWFIN 

BROOK S. 

B. SHINER 

B. TROUT 
BURBOT 

CARP 

C. CATFISH 
CHINOOK 
CISCO 

COHO 

E. SHINER 

EEL 

F.W. DRUM 

G. SHAD 

GAR PIKE 

GOLDEYE 

L. N. SUCKER 

LOGPERCH 

L.M. BASS 



COMMON 
NAMES 



Brown bullhead 
Black crappie 

Dogfish, lawyer 
Brook silversides 

Black shiner 
Brown trout 

Ellpout, lawyer, 
ling, maria 

Channel catfish 

Chinook salmon 

Cisco, lake herring, 
tullibee 

Choho salmon 

Emerald shiner 

American eel 

Freshwater drum, 
sheepshead 

Gizzard shad 

Longnose gar 

Longnose sucker 

Logperch darter 
Largemouth bass 



PROPER 
NAMES 

Alosa pseudoharengus 

latalurus nebulosus 

Pomoxis nigromaaulatus 

Lepomis maahroohirus 

Amia oalva 

Labidesthes siaoulus 

Notropis heterodon 
Salmo tvutta 

Lota lota 

Cyprinus aarpio 
latalurus punatatus 
Onoorhynohus tshawytscha 
Coregonus artedii 

Onoorhynohus kitusch 
Notropis atherinoides 
Anquilla rostrata 
Aplodinotus grunniens 

Dorosoma oepedianum 
Lepistoseus osseus 
Hiodon alosoicles 
Catostomu8 catostomu8 

Pereina oaprodes 
Mioropterus salmoides 



DESIGNATION IN 
SUMMARIES 

L. TROUT 

MENOMINEE 

MOONEYE 
MUSKIE 
PIKE 
P ' SEED 

Q.C. SUCKER 

RAINBOW 
R.H. SUCKER 
R. BASS 
SAUGER 
SISCOWET 
S.M. BASS 
SMELT 

S. TROUT 

T. PERCH 
WALLEYE 

W. BASS 

W. CRAPPIE 
WHITEFISH 

W. PERCH 

W. SUCKER 

Y. BULLHEAD 

Y. PERCH 



COMMON 
NAMES 

Lake trout 

Round whitefish, 
round fish 



Maskinonge, lunge 
muskellunge 
Northern pike 

Pumpkinseed, 
sunfish 

Quillback carpsucker 
Quillback sucker 

Rainbow trout, steel" 
head 

Redhorse sucker 
Rock bass 



"Fat" lake trout 
Smallmouth bass 

Rainbow smelt, 
American smelt 

Speckled trout, 
brook trout 

Troutperch 

Pickerel, yellow 
pickerel dore 

White bass 

White crappie 



White perch 
White sucker 
Yellow bullhead 
Yellow perch 



PROPER 
NAMES 

Salvelinus namaycush 

Prosopium cylindraceum 

Hiodon tergisus 

Esox masquinongy 
Esox lucius 
Lepomis gibbosus 

Carpiocles cyprinus 

Salmo gairdneri 

Moxostoma maarolepidotum 

Ambloplites rupestrie 

Stizostideon aanadense 
Salvelinus namaycush 

Micvoptevus dolomieui 

Osmerus movdax 

Salvelinus fontinalis 

Stizostideon vitreum 

Morone ohvysops 
Pomoxis annularis 
Coregonus olupeafovmis 
Morone ameriaanus 
Catostomus oommersoni 
Ictalurus natalis 
Peraa flavesoens 



* 







(ii) 
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SOUTHWE STERN REGION 



L. St. Clair 1971, 76, 77 
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CENTRAL REGION 









YEAR 


LOCATION 


TOWNSHIP 


COUNTY 


COLLECTED 


Anstruther 


Anstruther 


Peterborough 


1976 


Lake of Bays 


Franklin 


Muskoka 


1976, 77, 74 


Bella Lake 


Sinclair 


Muskoka 


1977 


Lake Boshkung 


Stranhope 


Haliburton 


1977 


Bow Lake 






1976 


Buchanan Lake 


Brunei 


Muskoka 


1976 


Buck Lake 


Stisted 


Muskoka 


1977 


Chandos Lake 


Chandos 


Peterborough 


1976 


Cheddar Lake 


Cardiff 


Haliburton 


1976 


Dog Lake 


Eyre 


Haliburton 


1976 


Eels Lake 


Cardiff 


Haliburton 


1976 


Fairy Lake 


Chaf fey 


Muskoka 


1977 


Hunter's Bay 


Stisted 


Muskoka 


1977 


Lake Joseph 


Me dor a 


Muskoka 


1976 


Kawagama Lake 


McClintock 


Haliburton 


1977 


Koshlong Lake 


Clamorgan 


Haliburton 


1976 


Lake Louisa 


Lawrence 


Haliburton 


1976 


Mary Lake 


Brunei 


Muskoka 


1977, 74 


McCann's Lake 


McClintock 


Haliburton 


1977 


Miskwaki Lake 


Dudley 


Haliburton 


1977 


Lake Muskoka 


Muskoka 


Muskoka 


1976, 77 


Paudash Lake 


Cardiff 


Haliburton 


1976 


Lake Penninsula 


Chaf fey 


Muskoka 


1974 


Rice Lake 




Horthumber land 


1977 


Lake Rousseau 


Medora 


Muskoka 


1974, 77 


Scugog River 


OPS 


Victoria 


1976 


Silent Lake 


Cardiff 


Haliburton 


1976 



'•I 
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CENTRAL REGION 



continued 



LOCATION 



TOWNSHIP 



COUNTY 



YEAR 
COLLECTED 



Lake Simcoe 

Thomson Lake Medora 

Three Mile Lake Watt 

Lake Vernon Stisted 



Simcoe 
Muskoka 
Muskoka 
Muskoka 



1976, 77 
1977 
1977 
1977 
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SOUTHEASTERN REGION 









YEAR 


LOCATION 


TOWNSHIP 


COUNTY 


COLLECTED 


Bark Lake 


Jones 


Renfrew 


1977 


Beverly Lake 


Bastard 


Leeds 


1977 


Constan Lake 


Grattan 


Renfrew 


1977 


Constance Lake 


March 


Carleton 


1976 


Crowe Lake 


Marmora 


Hastings 


1976 


Kerr Lake 


Lanark 


Lanark 


1976 


Mississippi River 


Mississippi 


Carleton 


1976 


Moira Lake 


Hastings 


Huntingdon 


1977 


Ottawa River 


Pembroke 


Prescott 


1972, 76 


Rideau River 


Ottawa 


Carleton 


1976 


Lake St. Francis 


Glengarry 


Cornwall 


1977 


Lake St. Peter 


McClure 


Hastings 


1976 


Stoco Lake 


Hungerford 


Hastings 


1976 


Tay River 


Fensley 


Lanark 


1976 
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NORTHEASTERN REGION 



LOCATION 



TOWNSHIP 



COUNTY 



YEAR 

COLLECTED 



Amikougani Lake 
Aylen Lake 
Lake Bernard 
Big Doe Lake 
Caribou Lake 
Crosswise Lake 
Dollars Lake 
Elliot Lake 
Hogan Lake 
Horwood Lake 
Howard Lake 
Kenogami Lake 
Kernick Lake 
Kioshkokwi Lake 
Lainuir Lake 
Larder Lake 
Magnetewan River 
Manitou Lake 
McCarthy Lake 
Mississagi River 
Moose River 
Lake Nipissing 
Red Rock Lake 
Round Lake 
Lake Sasaginaga 
Sesekimika Lake 
Skeleton Lake 
Smoke Lake 
St. Mary's River 
Talon Lake 
Lake Temagami 
Trout Lake 
Victoria Lake 
Watageag Lake 
Wendigo Lake 



Bernhardt 

Dickens 

Strong 

Rye r son 

McConkey 

Buche 

Blair 

149 + 155 

Freswick 

Horwood 

Arnold 

Grenfell 

Armour 

Pentland 

Bishop 

McGary 

Chapman 

Campbell 

Proctor 

Canfield 

Whitman 

OTTO 

Coleman 

Grenfell 

Mulligan 

Peck 

Jocelyn 

Mattawan 

Cobalt 

Paxton 

Morrisette 

Nordica 

Bayly 



Timiskaming 

Nipissing 

Parry Sound 

Parry Sound 

Parry Sound 

Timiskaming 

Parry Sound 

Algoma 

Nipissing 

Sudbury 

Timiskaming 

Timiskaming 

Parry Sound 

Nipissing 

Nipissing 

Timiskaming 

Parry Sound 

Manitoulin 

Algoma 

Algoma 

Cochrane 

Parry Sound 

Algoma 

Timiskaming 

Timiskaming 

Timiskaming 

Timiskaming 

Nipissing 

Algoma 

Nipissing 

Nipissing 

Parry Sound 

Timiskaming 

Timiskaming 

Timiskaming 



1976 

1976 

1977 

1977 

1976 

1975 

1976 

1976 

1976 

1976 

1976 

1976 

1976 

1976 

1976 

1976 

1977 

1975 

1976 

1976 

1976 

1976, 77 

1976 

1976 

1976 

1976 

1976 

1976 

1977 

1975 

1976 

1976 

1976 

1976 

1976 
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NORTHWESTERN REGION 



LOCATION 



Badesdawa Lake 
Clay River 
Kawinogan River 
Pickle Lake 
San. toy Lake 
Lake St. Joseph 



TOWNSHIP 



COUNTY 



Redvers 

Pansford 

81 

Soule's Bay 



Kenora 

Kenora 

Kenora 

Kenora 

Thunder Bay 

Kenora 



YEAR 


COLLECTED 


1976 


1976 


1976 


1976 


1977 


1976 
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LAKE ONTARIO 



Statistical Region 



Sampling Site 



Year of Collection 



1 
1 
1 
1 
1 
2 
2 
2 

2 
2 

3 

4 
5 
5 
5 
5 
5 



Toronto Waterfront 
(various locations) 

Bronte Creek 

Credit River 

Hamilton Harbour 

Port Dalhousie 

Toronto Harbour 

Duffins Creek 

Frenchman Bay 

Ganaraska River 
(Port Hope) 

Rouge River 

Wilmot Creek 

Prince Edward County 

Bay of Quinte 

Bainsville 

Charlottenburg 

Glen Walter 

Iroquois 

Summers ton 



1974, 75, 76 



19 76 




1972, 


74,75,76,77 


1972, 


75, 76 


1976 




1975, 


76 


1975, 


76 


1974, 


75, 76 


1975, 


76 


1975, 


76 


1976 




1976, 


77 


1975 




1975 




1975 




1975 




1975 




1975 
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LAKE ERIE 



Statistical Region Sampling Site Year of Collection 

1 Point Pelee 1977 

2 Mersea 1976 

3 Port Stanley 1977 
5 Grand River 1976 
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LAKE HURON 



Statistical Region 


Sampling Site 


Year of Col 


Lection 


H3 


(CP) Chiefs Point 


1976 




H3 


(DD) Saugeen R. 

(Denny's Dam) 


1976, 


77 


H3 


(G) Goderich 


1974 




H3 


(DP) Douglas Point 


1974 




H3 


(HB) Howdenvale Bay 


1976 




H5 


Point Edward 


1976 




H5 


Lambton County 


1977 




GB3 


Raft and Britt Islands 


1976 




GB3 


Moon River (Falls) 


1976 




GB3 


French River 


1976 




GB3 


Sequin River 


1977 




GB4 


Nottawasaga Bay 


1974 




GB4 


Owen Sound 


1974 




GB4 


Pene tang/Midi and 


1974 




GB4 


Collingwood 


1974, 


77 


GB4 


St. Vincent 


1976, 


77 


NCI 


Lake George 


1974 




NCI 


Spanish River 


1974 




NCI 


Serpent River 


1974 
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LAKE SUPERIOR 



Statistical 


Region 


Sampling Site 


Year of Collection 


1 




Pine Bay 


1973, 


74 


1 




Terrace Bay 


1976 




2 




Black Bay 


1973 




3 




Hughes Point 


1974 




3 




Moss Island 


1974 




3 




Rossport Point 


1973, 


76 


3 




Thunder Bay 


1973, 


77 


5 




Jackfish Bay 


1973, 


74 


5 




Marathon 


1974 




5 




Penninsula Harbour 


1976 




6 




Michipicoten Bay 


1973, 


77 


7 




Batchawana Bay 


1973, 


74, 76, 77 


7 




Pancake River 


1976 





PCB/MIREX DATA SUMMARIES 



SOUTHWESTERN REGION 




ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE L. ST. CLAIR 

TOWNSHIP: ST. CLAIR 

DISTRICT: LAMB TON 

LAT/LONG: 4 2 33/8 22 5 REGION: SW 

TISSUE: MUSCLE YEAR: 19 71 SOURCE: MOE 

LIMIT: 20C0 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WALLEYE * 40 814 250 3050 40.3 25.7 60.6 859 5.0 0.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

WALLEYE --AAAAAAA- 



A PCB CONCENTRATION < 2 00 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BFANCh 

LOCATION: LAKE ST. CLAIR 

TOWNSHIP: MAIDSTONE 

DISTRICT: ESSEX 

LAI/LONG: 4218/8 247 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N 


PCB 


( 


PPB) 


LENGTH (CM) 


WT.(GM) %> 


MEA 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN LIMIT LI 


WALLEYE 


4 


158 


60 


290 


38. 1 32.2 45.0 


454 0.0 


0.5 


R. BASS 


8 


91 


25 


200 


19.8 16. 9 22.0 


161 0.0 


0.5 


W. BASS 


1 


175 


- 


- 


22.8 - 


185 0.0 


0.4 


Y. PERCH 


1 


150 


- 


- 


25. 9 - 


249 0.0 


1. 7 


S.M. BASS 


2 


70 


20 


110 


39. 6 32.8 46.3 


1004 0.0 


0.4 


W. SUCKER 


1 


150 


- 


- 


4 3.4 - 


1075 0.0 


0.7 


CARP 


I 


870 


- 


- 


5 3.8 - 


3785 0.0 


2.3 


C. CATFISH 


6 


12 58 


860 


7260 


57.0 52.2 60.9 


2482 66.7 


6.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: Ml REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LAKE ST. CLAIR 

TOWNSHIP: MAIDSTONE 

DISTRICT: ESSEX 

LAT/LONG: 4218/8 247 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX { PPB) LENGTH (CM) WT.(GM) %> MEAN I 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 4 ND 

R. BASS 8 ND 

W. BASS 1 ND 

Y. PERCH 1 ND 

S.M. BASS 2 ND 

W. SUCKEP 1 ND 

CARP 1 ND 

C. CATFISH 6 ND 



ND 
ND 



ND 



ND 



ND 

ND 



ND 



ND 



38.1 
19.8 
22.8 
25. 5 
J9. 6 
4 3.4 
53.8 
57.0 



32, 
16, 



45.0 
22.0 



32.8 46. 3 



52.2 60.9 



4 54 

161 

185 

249 

1004 

1075 

3 78 5 

2482 



0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 



0. 5 
0.5 
0.4 

1. 7 
0.4 
0. 7 
2,3 
6. £ 



POLLUTANT: PCB 



'1 ISSUE: MUSCLE 
L1MT: 2000 



ONTARIO MINISTER OF THE ENVIRONMENT 

LABORATORY SERVICES BFANCh 

LOCA1ION: LAKE ST. CLAIF 

TOWNSHIP: TILBURY 

DISTRICT: ESSEX. 

LAT/LONG: 4218/8 2 31 

YEAF: 1976 
PPB SEX: - 



SOUECE: WOE 



SPECIES 



PCB 

MEAN 



MIN 



PPB) LENGTH (CM) WT.(Gh) 

MAX MEAN MIN MAX MEAN 



t > K E AN * 
LIMIT LIPID 



WALLEYE 5 1614 70 4990 

S.M. BASS 1 900 

K« BASS 1 570 

h. BASS 2 223 50 395 

C. CATFISH 1 2210 

MUSKEY 1 180 



47.2 
33.2 
27.6 
21.4 
4 3. 5 
76. 5 



35.4 55.9 



18.0 24.8 



1201 

440 

374 

203 

1205 

\ }4 3 



40.0 
CO 
0.0 
0.0 
100.0 
0.0 



4.6 
0. 3 
3. 3 
0.8 
5.5 
0.2 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BFANCH 

LOCATION: LAKE ST. CLAIF 

TOWNSHIP: TILBUFY 

DISTRICT: ESSEX 

LAT/LONG: 4218/8 231 

YEAR: 1976 
SEX: - 



SOUECE: HOE 



SPECIES 


N 


MIREX 


{ 


PPB) 


LENi 






MEAN 


MIN 


MAX 


MEA 


WALLEYE 


5 


ND 


ND 


ND 


4 7.2 


S.M. BASS 


1 


ND 


- 


- 


33.2 


W. BASS 


1 


ND 


- 


- 


2 7.6 


R. BASS 


2 


ND 


ND 


ND 


21.4 


C. CATFISH 


1 


ND 


- 


- 


4 3. 5 


MUSKEY 


1 


ND 


- 


- 


76. 5 



1 (CM) WT.(GM) 

MIN MAX MEAN 



35.4 55.9 



18.0 24.6 



1201 

440 

374 

203 

1205 

534 3 



%> MEAN S 
LIMIT LIPID 



0.0 
0.0 
0.0 
0.0 
0.0 
0.0 



4.8 
0. 3 
3. 3 
0.8 
5. 5 
0.2 






ONTARIO MINISTRY OP SHE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: PCB LOCATION: LAKE ST. CLAIR 

TOV'NSHTP: - 

DISTRICT: ESSE"' 

L AT/LONG : 4228/824 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOX 

LIMIT: 2000 PPE SEX: - 

SPECIES TT PQB ( PPB) LENGTH (CM) V.'T.(GM) ■> ITRAN ', ' 

mean kin max mean tun may mean limit lipid 

V'ALLSYE * 19 4<* ■■■■' NO 1090 54-./ 35.6 69.3 1624 0.0 1.2 

R. PASS 7 637 310 1140 23.4 20.3 27.0 225 0.0 2.1 

* SIT? SPECIFIC CLASSIFICATION AVAILABLE 

■ 

SIZE SPECIFIC CLASSIFICATION: PC3 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

MALLEYE A A A A A B 

A PC3 CONCENTRATION < 2000 PP8 
B PC"8 CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LA30RAT0FY SERVICES BRANCH 

POLLUTANT: MIRXX LOCATION: LAKE ST. CLAIK . 

TOWNSHIP: - 

DISTRICT: ESSEX 

LAT/LONG : 4228/824 

TISSUE: MUSCLE YEAR: 1977 SOURCE: TIC 



LIMIT: 100 ?P T 



SPECIES N MIJ1SX ( PP3) LENGTH (CM) V;T.(GM) $> MEAN $ 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WALLEYE 10 NO ND TIP 5/-. 4 35.6 69.3 1624 0.0 1.2 

R. BASS 7 NR NO ND 23.4 20.3 27.0 225 0.0 2.1 



LiVlALIO ['■ i ulS'I RY OF THE EiiVIKONi- EN'I 
LAbGhATuEi' SERVICES LRAuCH 

POLLUTANT: PCb LOCATltu: LAKE ST. CLA1 P 

TOViNi Stt I P : 1 ILLls U RY 

DISTRICT: LSSLX 

DAT/LGuC: 4 218/8 2 31 

TISSUE: MuSCLb YLAK: 1977 SOURCE: t?G£ 

blivIT: 200 C i PL SEX: - 



tECIES N tee ( PPS) LENGTH (Gi) tT.(GL) $> REAn $ 

t 'bAN MfM MAX i- LAN Hli< R-AX REAL LliL'l LIPID 



CAR* 3«4 556 62 4700 57.5 43.1 81.2 2501 11.8 4.2 

v. bAoS * 21 425 42 1800 32.6 26.2 35.6 504 0.0 3.4 

* blZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCE 



SILL KAnCE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

W. LASS - - A b A L 



A PCo CONCENTRATION < 2000 PPL 

b tCB CONCENTRATION > 2 00 PPL 

- PCb DATA NO'i AVAILABLE FOR THIS SIZE 



ONTARIO MINISTR* CF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

FuLLUTANT: MI REX LOCATION: LAKE ST. CLAIR 

TGLNSHIF: '1ILLBURY 

DISTRICT : ESSEX 

LAT/LQNG: 4 218/8 2 31 
TISSUE: MUSCLE YEAR: 157 7 SOUFCE: MCE 

LIMIT: 100 PPc SEX: - 

SPECIES N MiIEEX ( PPb) LENGTH (CM) IT. (Cf) %> MEAN * 

MEAN MN RAX REAR MIN MAX MEAN LIMIT LIPID 

CARP 34 Lb ND NO 57.5 43.1 El. 2 2551 0.0 4.2 

I.. BASS 31 UD ND Nb 32.6 26.2 39.6 504 0.0 3.4 



PCB/MIREX DATA SUMMARIES 



CENTRAL REGION 




POLLUTANT: PCB 









DISTRICT: 








LAT/LONG: 


TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ANSTRUTHER LAKE 
TOWNSHIP: ANSTRUTHER 

PETERBOROUGH 

4445/7812 

1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



L. TROUT * 19 152 ND 720 38.4 22.7 53.3 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



642 0.0 



2. 3 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB CONCENTRATION < 2000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 





LOCATION: 


ANSTRUTHER LAKE 




TOWNSHIP: 


ANSTRUTHER 




DISTRICT: 


PETERBOROUGH 




LAT/LONG: 


4445/7812 




YEAR: 


1976 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH (CM 


MEAN 


MI N MAX 


MEAN MIN M 



SOURCE: MOE 



WT. (GM) 

MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT 



19 



ND 



ND 



ND 



38.4 22.7 53.3 



642 0.0 



2. 3 



PARAMETER: PCB 



TISSUE 
LIMIT: 



WHOLE FISH 
20C0 PRE 



Ontario ministry of the environment 

laboratory services branch 

location: lake of bays 
township: hunt 
district: muskoka 

4519/7900 
1974 



LAT/LONG: 
YEAR: 
SEX: - 



REGION: CE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



56 



10 



100 



12. 7 11.5 13.9 



0.0 



0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE OF BAYS 

TOWNSHIP: - 

DISTRICT: MUSKOKA 

LAT/LONG: 4 515/790 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 22 2299 3 50 6600 71.0 52.2 87.7 4407 31.8 8.2 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



A PCB 

b pea 

- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE OF BAYS 

TOWNSHIP: - 

DISTRICT: MUSKOKA 

LAT/LONG: 4 515/790 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



L. TROUT 



22 



ND 



ND 



ND 



71.0 52.2 87. 7 



4407 



0. 



8.2 



uu'lArlu iiiMb'iKY Ur 'ibL bn V 1 l.^i-.I^ tM 
bAoL-i.A'l Llvi bLIJVlCt'b' bbrtudi 
fvjJjLUl An'1 : Jt-CL. LULA'l i In : Lfhb u£ bAYb 

ui.b'1 HCl : rUbNUHA 

JuM/LvivC,; 4515/7900 
"ilbSuL: biiULb rioP YLA1 : 1>7"? bwLICL: f.4.fc 

Lli.1'1: kOOL l-bu lLX: - 

bi-b»_lL^ m fCb ( i-bb) LbLU'lil (Cfc) U'1.(G.-'.) t> Ft^R V 

l-liA-ia Mn '-/'-X f:i!.Aw *lm rtAA M./u\ LJ.1'1 bJblb 



ii'iLL'i 



1 b 103 50 i 3U 10. £.0 11.0 8 0.0 



GiViAklC i-lWlb'l&S ut- Tbb C^VIjWXvtEW'J 
bAcoI./ViuhY ol.bVlCLb BKftftCii 
tULLu'i'AiVl S i>li\L/ n,LM'iKiv: LArL Of L.AYb 

Llb'ihlCT: , uSUM- 

t./v'1/LL.i.L : 4 515/ 7 VU0 

•xlbbUL: , i^ll t-l3i. \L/.[<: 1-77 SGUU : lU 

L-JUtl'i : 1 00 f «•« i La: - 

bl-bClbb |N r.li-lX I fft) LL-:.LTb (Li) l'.l.(U) t> I L/^I. 5 

;,l; U ( rb, kax I LA* f la I Ax M'.AA Hi I 'J Lli Ii. 

&ijt.JL»'l 10 M* bL t«L 1.0*0 l.C 11.0 b 0.0 2.5 



UnTARIl. MINISTRY Ot ILL ENVIRGu.'En'I 

LA&GfcMOIcy SERVICES BRANCH 

t-OLLuTAM: PCb LOCATION': LAKE OF GAYS 

TOWNSHIP: FRANKLIN 

LI STRICT : ""USKCKA 

LAT/LONC: 4 515/7 904 

•x ISSUE: MUSCLE' YEAR: 197 7 SOURCE: HOE 

LIMIT: 2000 PRb SEX: - 

SPECIES M t-Cd ( FPb) LRNGTh (Ch) VI . (Cl ) »> ULAN 'i 

MEAN Fill MAX FEAn KIm b AX MEAN L1MI1 LIPID 

S.N. BASS 13 57 Nu 150 38. S 30.4 52.3 935 0.0 1.4 

L. TROUT * 16 1120 300 2500 67.3 55.6 81.5 3700 16.8 9.5 

* SI2.E SPECIFIC CLASSIt ICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCb 

bIZE RANGE: (INCHES) 
aPLCIES <6 6-L 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

E. TROUT ------AAAB 



A PCb COWCEN'IFATICN < 2000 t- Pb 

b PCb CONCENTRATION > 2 00 FPb 

- PCb DATA NCI AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY O* THE ENV I RGNM Nl 

LABORATORY SERVICES BRANCH 

foLLuTAWi: MI REX LOCATION: LAKE OF BAYS 

lol'.NSHIP: rRANKLin 
DISTRICT: bUSKGKA 

LA'i/LOf.C: 4 515/7504 

1577 SOURCE: I,CE 



TISSUE: H 


USCLE 




YEAR 


: 


LIMIT: 


100 


PPu 


SEX: 


— 


SPECIES 


N 


MI REX 


( 


PPB) 






RE AN 


FIN 


MAX 


S . M . BA SS 


13 


nL 


NO 


MB 


L. TROUT 


1C 


ND 


NO 


KB 



LENGTH (Oi) fcT.(GM) %> MEAN ? 

MEAN MIn F-AX FEAN L1FI1 LIPID 



38. S 30.4 52.3 935 0.0 1.4 

67.3 59.6 61.5 3700 0.0 9.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCATION: 


BELLA LAKE 






TOWNSHIP: 


SINCLAIR 






DISTRICT: 


MUSKOKA 






LAT/LONG: 


4626/7902 


TISSUE: MUSCLE 




YEAR: 


1977 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


( PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN M 



SOURCE: MOE 



(CM) WT.(GM) 
MAX MEAN 



%> MEAN ¥ 
LIMIT LIPID 



S.M. BASS 



17 



10 



27 



31.8 25.5 37.1 



4 94 



0.0 



1.0 



POLLUTAN1: MIREX 



TISSUE: MUSCLE 




YEAR: 


LIMIT: 


100 


PPB 


SEX: - 


SPECIES 


U 


MIREX 


( PPB) 






MEAN 


MIN MAX 


S.M. BASS 


A 


ND 


ND N 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BELLA LAKE 
TOWNSHIP: SINCLAIR 
DISTRICT: MUSKOKA 
LAT/LONG: 4626/7902 
1977 



SOURCE: MOL 



LENGTH (CM) WT.(GM) %> MEAN * 
MEAN MIN MAX MEAN LIMIT LIPID 



21.6 25.5 37.1 



4 94 



0.0 



1.0 



ON'IARIG MINISTRY Ot THE EwVI BUtiFEN'J 
LABORATORY SERVICES BRANCH 

POLLUTANT: FCli LOCATION: BELLA LA KB 

TOWNSHIP: SINCLAIR 

DISTRICT: MUSKOKA 

LAI /LONG: 4 52 6/7 90 2 
TISSUE: MUSCLE YEAR : 197 7 SOURCE: MOE 

LIMIT: 2000 PPb SEX: - 

SPECIES N PCB ( PPb) LENGTH (CK4 6.1 . {£&) *> Mfi*« * 

MEAN MN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT * 31 34!* 86 9 50 64.3 48.0 83.0 3516 0.0 10.4 

* illK SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCb 

bIZE RANGE: (IWChES) 
SPECIES <6 6-B fa-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT -----AAAAA 



A PCB CONCEN'J RATION < 2000 PPb 

b PCS CONCENTRATION > 2 00 PPB 

- t-CB DA'iA NOT AVAILABLE t OR THIS $I2E 



ONTARIO MNISTRY OR ThE LNVI BOM EN'i 
LABuRA'iORY SERVICES BRANCH- 

fOLLuTAwT: MI REX LOCA1ICN: BELLA LAKE 

TOWmSHIP: SINCLAIR 

DISTRICT: MUSKOKA 

LAT/LONC: 4526/7902 
'11SSUL: MUSCLb YEAR: 1977 SOURCE: MCE 

LIMIT: 100 PPb SEX: - 

bPECIES N MI REX { PPB) LhivCTh (Ch) hT. {CI- ) %> MEAN I 

MEAN MIN MAX MEAN KIN MAX MEAN LIM'I LIPIU 

L. TROUT 31 «t> wD ND 64 ' 3 48 '° 63 *° 3516 °"° 10 * 4 



ui.'irillo i J k 1 Lj x F V of '1 1 1 L 1 <VllUi'. ; 



,lv 1 



rcLLU if.n'i : FL'L. 



Lii .1 'i : kUff C 



i- t^ 



LUCA'llGu: JjAKl -uMikUi\C 

Ivl taSItl 1-: ^'1 h/'.unUfr-L 

ul^'lill'l: liMLl-iUis'iL-n 

UA'1/Lui.Cs ol)4/7t>44 

x t,t\t- : 1 w 7 
b I X s - 



Jouf Cfe : I t»i 



tt-Lllt: 



i 1 j h U 






: Lmu 1 L\ i-AX t.bAr. LIf.il Llt-IL 



Li* '1 ^uu'i 



3 1 1 v. 5 1 juG 20^0 bi.3 ('-CO 6b. <; 27*»3 3 3.3 12.3 



Civ'iAi Jlo i-'l iNii^'i'KY QF 'liih LimVI Rul*M-,i\'1 
L&fcUkA'j Ui . i" btiVlLtb t'.iAwCH 
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•UOlL!, 

1 t- t . 



loVnirhit-: STKArthUVL 

L. Ib'J ] ll'j : iw\L Itsti l;TOto 

L AU' / L.o i\ ». : 4 -j Q 4 / 7 c A 4 

l E/> 1 : U 7 7 

,- LX: - 



^uoKl: , wl 



orLC li_o 



. 1,/UJ 



{ fctn) 



LhAl.il) (Cf-l) M 'J - (<.:■) t> ,' l/'.v i 

i i,/uv i in f*A> i i,a.v j i; ri i li-iL' 



i-i . 'i l.Ou'l 



t.L. 
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POLLUTANT: PCB 



1 ISSUE: MUSCLE 




YEAR: 


Limit 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCb 


( FPB) 






ME A IN 


MIN MAX 


S.M. BASS 


9 


22 


ND 7 



ONTARIO MNISTRY Ofr THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ECk LAKE 
TOWNSHIP: ME1KUAN 
DISTRICT: PETEFBOROUGH 
LAT/LONG: 4442/7800 
1976 



SOURCE: KOE 



LENGTH (CM) &T. (CM) 
MEAN HI A WAX MEAN 



32,0 21.6 45. 7 



%> MEAN $ 

LIMIT LIPID 



4 54 



0.0 



1.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: BOW LAKE 

TOWN Shi P: METHUAN 

DISTRICT: PETERBOROUGH 

LAT/LONG: 4 4 42/7800 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIFEX ( PPB) LENGTH (CM) WT.(CM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN 1 
LIMIT LIPID 



S.M. BASS 



ND 



ND 



ND 



32.0 21.6 4 5. 7 



4 54 



0.0 



1.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATI ON : 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



BUCHANAN LAKE 
BRUNEL 
MUSKOKA 
4519/7908 
19 76 



REGION: C 
SOURCE: MOE 



SPECIES 



PCB (PPB) 
MEAN M1W MAX 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



S. TROUT 



20 



17 



ND 



40 



25. 1 20.2 29.5 



173 



0.0 



1.0 



PARAMETER: MI RE X 



TISSUE: 
LIMIT: 



MUSCLE 

100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BUCHANAN LAKE 

TOWNSHIP: BRUNEL 

DISTRICT: MUSKOKA 

LAT/LONG: 4519/7908 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(G-l) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S. TROUT 



20 



ND 



ND 



ND 



25.1 20.2 29.5 



173 



0.0 



1.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BUCK LAKE 

TOWNSHIP: STISTED 

DISTRICT: MUSKOKA 

LAT/LONG: 4 525/792 3 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N PCB 


( PPB) 




MEAN 


MIN MAX 


S.M. BASS 


9 9 


ND 2 



LENGTH (CM.) WT.(GM) %> MEAN * 
MEAN MIN MAX MEAN LIMIT LIPID 



31.6 25.5 42.5 



54 2 



0.0 



1.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 





LOCATION: 


BUCK LAKE 




TOWNSHIP: 


STISTED 




DISTRICT: 


MUSKOKA 




LAT/LONG: 


4525/7923 




YEAR: 


1977 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN i 



SOURCE: MOE 



(CM) WT.(GM) %> MEAN % 

MIN MAX MEAN LIMIT LIPID 



S.M. BASS 



ND 



ND 



ND 



31.6 25.5 42. 5 



54 2 



0.0 



1.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CHANDOS LAKE 

TOWNSHIP: CHANDOS 

DISTRICT: PETERBOROUGH 

LAT/LONG: 44 49/7800 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N PCB 


( PPB) 




MEAN 


MIN MAX 


L. TROUT 


6 1433 


50 8000 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



35.3 18.0 91.0 1700 16.7 



4.8 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CHANDOS LAKE 

TOWNSHIP: CHANDOS 

DISTRICT: PETERBOROUGH 

LAT/LONG: 44 49/780 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES N MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT 



ND 



ND 



ND 



35.3 18.0 91.0 



1700 



0.0 



4.8 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CHEDDAR LAKE 

TOM45HIP: CARD IRE 

DISTRICT: HALIBURTON 

LAT/LGNG: 44 58/7808 

YEAR: 1976 
PPB SEX: - 



SOURCE: MCE 



SPECIES 


N PCB 


( PPL) 




MEAN 


MI N MA X 


b. TROUT 


11 37 


NC 10 



LENGTH (CM) WT.(CM) 
MEAN MIN MAX MEAN 



26.2 20.9 45.7 



%> MEAN I 
LIMIT LIPID 



309 0.0 



2.2 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: Ml REX 



TiSt'ul-J MLSCLI 

LI'.'.M : 1 '10 Hr<< 



LOCATION: CHEDDAR LA KB 

TOWNSHIP: CAkDIbf 

D 1 ST RI CT : K A L I 6 U RTON 

LAT/LOnC: 4<S5 ! ?/7S03 

YFAK: 1 c j 7 r. 

S I. >' : - 



SOURCE: MOt- 



SPKCJ i ; : 



m "1 kt'X 

i. I i. \ 



( PFt,) 
l-li'i , A \ 



i-.EAN 



{<' ) 



'I. V-l 

; i r- r 



i if i 



M'-.A.J 



: . L'i*t rt/J 



11 



f ! 



i> i 



7.0. 9 41 : . 



V 



3 . f 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: DOG LAKE 
TOWNSHIP: EYRE 
DISTRICT: HALIBURTON 
LAT/LONG: 4 513/78 30 
YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



S. TROUT * 14 7 ND 20 34.8 30.8 49.3 405 0.0 0.7 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
S. TROUT 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 





LOCATION: 


DOG LAKE 




TOWNSHIP: 


MINDEN 




DISTRICT: 


HALIBURTON 




LAT/LONG: 


4513/7830 




YEAR: 


1976 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN M 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT 



14 



TR 



ND 



34.8 30.8 49.3 



405 0.0 



0. 7 



POLLUTANT: pea 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPb) 






MEAN 


MIN MAX 


L. TROUT 


10 


44 


ND 14 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: EELS LAKE 
TOWNSHIP: CARDIFF 
DISTRICT: HALIBURTON 
LAT/LOnG: 4 4 54/ 78 Oe 
19 76 



SOURCE: MCE 



LEivCTH (CM) WT. (CM) 

MEAN MIN MAX MEAN 



36.1 26.4 57.1 



%> MEAN * 
LlMl'l LIPU 



5 56 



0.0 



2.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BHANCh 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 



N 





LOCATION: 


EELS LAKE 




TOWNSHIP: 


CARL IFF 




u I STRICT: 


HALItiU. i nO:N 




LAT/LOtvC: 


4454/7808 




YEAR: 


19 76 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN M 



SOURCE: KOfc 



(CM) WT. (GM) %> MEAN I 

MAX MEAN LIMIT LIPID 



L. TROUT 



10 



ND 



ND 



ND 



36.1 26.4 5 7.1 



5 56 



0.0 



2.0 



PARAMETER: PC6 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



FAIRY L. LAKE 

CHAFFEY 

MUSKOKA 

4520/7911 

1977 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GH) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



S.M. BASS * 19 425 110 12 50 31.8 23.0 44.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



461 0. 



0. 9 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES <6 

S.M. BASS 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 

B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: FAIRY L. LAKE 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONG: 4 520/7911 

YEAR: 1977 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



S.M. BASS 



19 



ND 



ND 



ND 



31.8 23.0 44.0 



461 



0.0 



0.9 



ONTARIO MINISTRY Of Thb LNV IPONMENT 

LABORATORY SERVICES BRANCH 

POLLUTANT: RGB LOCATION: FAIRY LAKE 

TOWNSHIP: CHAFFEY 
DISTRICT: MUSKOKA 
LAT/LONG: 4520/7911 

1977 SOURCE: MOE 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPb 


SEX: - 


SPECIES 


N 


PCb 


( PPL) 






MEAN 


MIN MAX 



LENGTH (CM) WT.(CM) %> !1EAN % 

MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT * 26 3U66 3 50 3900 64.0 30.5 34.0 4163 71.4 6.7 
* SIZE SPECIFIC CLASSIFICVriOh AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INChES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT ---AAAABCB 



A PCB CONCENTRATION < 2000 PPb 

B PCB CONCENTRATION > 2 00 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: MI REX LOCATION: FA1FY LAKE 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONG: 4 520/7911 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 10U PPB SEX: - 

SPLCIES N MIREX ( PPB) LENGTH (CM) WT.(Gl) %> MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT 28 WD ND ND 64,0 30.5 8 4.0 416 3 0.0 6.7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: HUNTER'S BAY 

TOWNSHIP: ST1STED 

DISTRICT:' MO SKOKA 

LAT/LONG: 4519/7914 REGION: C 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS * 20 75 35 340 29.9 19.5 43.0 485 0.0 0.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

S.M. BASS -AAAAAA--- 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 00 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

PARAMETER: MI REX LOCATION: LAKE HUNTER'S BAY 

TOWNSHIP: LAKE VERNON 

DISTRICT: MU SKOKA 

LAT/LONG: 4519/7914 REGION: C 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS 20 ND ND ND 29.9 19.5 43.0 485 0.0 0.5 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE JOSEPH 

TOWNSHIP: MEDORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4510/7944 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WHITEFISH 


11 


6 54 


100 


1970 


62. 8 52. 7 77.0 


2659 


0.0 


4.5 


L. TROUT 


9 


8 07 


200 


3200 


56.7 50. 7 63. 5 


1834 


11.1 


6.0 


S.M. BASS 


3 


90 


80 


100 


44.0 42.5 45.4 


14 58 


0.0 


1.0 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE JOSEPH 

TOWNSHIP: MEDORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4510/794 4 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WHITEFISH 


11 


ND 


ND 


ND 


62.8 


52. 7 


77.0 


2659 


0.0 


4.5 


L. TROUT 


9 


ND 


ND 


ND 


56. 7 


50. 7 


63. 5 


1834 


0. 


6.0 


S.M. BASS 


3 


ND 


ND 


ND 


44.0 


42. 5 


45.4 


14 58 


0.0 


1.0 



" 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: PCB LOCATION: LAKE JOSEPH 

TOKNSHIP: MEDORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4 510/794 4 
TISSUE: MUSCLE YEAR: 197 7 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB ( PPB) LENGTH (CM) WT.(GM) %> MEAN I 

MEAN MIN MAX MEAN MI N MAX MEAN LIMIT LIPID 

S.M. BASS * 18 116 30 260 38.1 27.8 47.2 941 0.0 2.7 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

S.M. BASS --AAAAA--- 



A PCB CONCENTRATION < 2000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: MIREX LOCATION: LAKE JOSEPH 

TOKNSHIP: MEDORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4510/7944 

TISSUE: MUSCLE YEAR: 197 7 SOURCE: MOE 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX ( PPB) LENGTH (CM) WT.(GM) %> MEAN * 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS 18 ND ND ND 38.1 27.8 47.2 94 1 0.0 2.7 



Uu'lAl-ib h ItMlSTlvY Ut' 'i M L. Lh V 1 hUivi Lu'l 
LAbOKA'lOKY Sb'hVlChS BRANCH 

r^bL.U TAw'l-: PCb bOL'ATI ti\ : LAKL JOSbH! 

lOV.NbHiF: MEDORA 

bib'ihlCl : KUSKOHa 

b/^'l/LONb: 4-510/794 4 
U&SbLt V.hObb tgah YbAK: 1977 SOblCt: i-Xfc. 

bli-ii'i: 2000 ftb SLX: - 

bt-bCiLb n fCe ( ^tu) bb^biii [Ch] h'i.(CIV) £> IiE.Aiv \ 

i^bAw hlW KAX f b/UJ I 1 1 4 f,^A *JiAl« blM'l blE-IL 

bfefci.1 * 10 206 110 300 12.4 11.0 15*0 12 0.0 2.7 

* bliL SPhCltIC cbAi-blt ICA'J IGto AVAlLABLb 

olgfc bffcCXPlC CbASSltlCA'lIUh: PCri 

bl^b hAlMGb: (IwCt.bb) 
Si^LCit.S <6 6-t. t-10 10-12 12-14 14-lf 18-22 22-20 26-30 >30 

hl'LL'l H A - " 



ix fCb COiviCbiM'l i-A'i ibt- < 2000 ti-o 

i_ Ku CuNCbu'J FflTIolv > 2 0UU rtt 

FCb uA'iA rtU'i A'vAILALLl. t ; bk TblS SI LL 



Ol'iAkIo MixlS'lBY Of 1 iJt, btxVI hOMM.i* '1 
LA&OKA'IOKj! ^LKvILlS tiKARCri 

PbbbulAN'i: i.IbbX buCA r IICN: LAhb JL'SEfH 

Tul-WbiilV! HuiSPhKLY 

biSlhIC'1: Kt/SKOKa 

bAT/bUM. : 4 510/7944 

llbbUL: i-.bObb fl-Si.i YbrtM ly77 SOUfCb: f-iCb 

bii.li: 100 ffco bbX: - 

Si/bCiLb u tlbtX ( thO LbftCTii (O-) l.'i.(C:) t> . bA.\ i 

»-L,mv Mix. f-AX fr'-tAW MiM t- AX M_Ai\ Lli'1'1 Llflli 

bMtL'l 10 »t> Wi WO 12.4 11.0 15.0 J2 0.0 2.7 



GuTAEIG i-iliNlSTRY Of* THE LNVI ROAKSN1 
LAbOEATOK* SERVICES liRAHCK 

PULLUTAn'l : PCB LUCMUO&i KAWACAtA LAKE 

IVMbHIF! MCCLlHTOCK 

LlS'lMGl: HALIcUR'lGw 

Ea'i/LUtvC: 4511/1145 

TISSUES KUSCLE "iEAl : 19 7 7 SOURCE: rich 

LIMIT! 200C i$b SEX: - 

SPECIES H rCb ( EFb) LfcrtCTh (Ch) hT.(CR) l> I-ifcAiv \ 

b\ki*® IdN tJ\X f.EAN Mli I-.AX I- LAN L1MT LIP1L> 

1m TROUT * 2-si 2 3 Mb 150 38.3 2b, 6 51.0 4b5 0.0 1.7 

* Ul'&U S»PECTfc LC CLASSIFICATION AVAILABLE 

SI'',t SPECIFIC CLASSIFICA1 IGN: PCl> 

bim HAiN'GE: (HMCliES) 
SPbCIEb <0 6-6 8-10 10-12 12-14 14-18 16-22 22-26 26-30 >30 

L. 1 ROUT --AAAAAA-- 



A PCii CGwCfeft'JtfcATIOH < 2 000 PPb 

B PCE COi^Ew'iEATlGiM > 2 00U fe'fi 

- fCii LATA wGl AVAILABLE FOR LLIS SIZE 



GlVlAMC M^IS'lRY Of THE EN VI ECNf Ew'j. 

LAbOi-A'iOhY SERVICES uRAMCh 

PuLLuTAiVi: hlhEX LOCATION: KAl AGAftA LAKE 

TOV-.HblllP: MCCLiNTGCK 

blS'lRIC'i: HALIdURTQti 

LAl/LOwC: 4 518/7845 

TISSUE: MUSoLL \lAH: 1^77 SUL'HCE: MOL 

LIMIT: 100 rPb bh>,: - 

LrLLiES N :1kLX ( PFMJ LLuCTh (Cf'i) fcT. ( CM) l> fLfln | 

-■IAN ,* 1 fv: :' AX MAi\ Hk VAX f- 'RAN LIJI'l LIPIb 

L - 1WL1 Ji AW «*L l.L 20.3 25.6 51. U 4t5 0.1 1.7 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


200 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KOSHLONC LAKE 
TOWNSHIP: GLAMORGAN 
DISTRICT: HALIBURTON 
LAT/LONG: 4458/7829 
1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 16 448 30 870 61.4 40.5 78.5 2142 0.0 4.7 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



SPECIES 





LOCATION: 


KOSHLONG LAKE 




TOWNSHIP: 


GLAMORGAN 




DISTRICT: 


HALIBURTON 




LAT/LONG: 


4458/7829 




YEAR: 


1976 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH ( 


MEAN 


MIN MAX 


MEAN MIN 



SOURCE: MOE 



(CM) WT. (GM) %> MEAN ¥ 

\X MEAN LIMIT LIPID 



L. TROUT 



16 



ND 



ND 



ND 



61.4 40. 5 78. 5 2142 



0.0 



4.7 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


WIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE LOUISA 
TOWNSHIP: LAWRENCE 
DISTRICT: HALIBURTON 
LAT/LONG: 4528/7829 
1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



10 



64 



ND 



500 



40.2 35.5 49.0 



528 



0.0 



1. 2 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 





LOCATION: 


LAKE LOUISA 




TOWNSHIP: 


LAWRENCE 




DISTRICT: 


HALIBURTON 




LAT/LONG: 


4528/7829 




YEAR: 


1976 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN MI 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN I 
LIMIT LIPID 



L. TROUT 



10 



ND 



ND 



ND 



40.2 35.5 49.0 



528 



0.0 



1.2 



Ontario ministry of the environment 
laboratory services branch 

parameter: pcb location: lake mary 

township: b run el 

district: muskoka 

lat/long: 4 515/7915 region: mu 

tissue: muscle year: 1974 source: moe 

limit: 2000 ppb sex: - 

species n pcb (ppb) length (cm) wt.(gm) % > mean % 

mean min max mean min max mean limit lipid 

SMELT 5 2 00 100 4 00 16.8 14.6 18.8 24 0.0 0.0 



KmlMXi, I JMiiihV Ut Thl. fcisV I FLPf- LM 
bAnctA'lUY bbi.vlCbb bpAwCh 

fO'LLl/'lAfal'S fU LOCAl'lUti: IrlAht feA&E 

'lOUvlLHlf : bKUb'fcL 

L.lbTPIC'1 : i> ObKUKA 

L,Ai/buhG: 4 515/7 915 

llbb.L: libisUub YLAK: 197? bubFCE : i ut 

L1P11: 2000 P-Jfcfc bbX: - 

tfg.fcCltb a JrUi { y«0 LLM.Th (CM) k.T*(C>j) *> KF.AN I 

k£Afl IMN PAX r tAW f : U HA>. NEAP bIPIT HFlCi 

5. P. Wibfi * 21 S9 30 300 31. h 23. C 40.0 559 0.0 1.1 

* bliE sPt.CltlC CLA6SIH ICA'i 1UJ AVAILAiiLt 

bIZh bPbClPIC CbASSlPICATIOM: PCb 

blk-b &£&€'&! (lwClibS) 
StLLlfct <h 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

b.H. bAtoS --AAAA--- 



A fLU CUHCtivjhAliLt. < 2000 PHi 



e 



PCb CGiNbbh'JPA'lIvjP > 2 00 f PB 



PCu> u/VJm imo'1 AVAlPAbbL PL<h PUIS bl£u 



oiViAMP MN1STM UP Thb LiJVlKONttN'J' 
LAiiGl-AlUKY SERVICES BFANCP 

PLLLb'iAiN'i: iiliu/ LuCA'J ICft : (■lAfcl LAKL 

UUVNbHlf: bFlii\PL 

L/lS'f fclCl : PuSKUkA 

LM/ELfc*t : : 4515/7^15 

'ii^SUL: „USCLL i'LAh: 1S7? SObFPE: POL 

LlMI : 10C F tu otx : - 

Si^ClbS ii MPPX t tfPv) Lti.Olh (CP) kl.|C»-J *> «W«> « 

F.LIUI PiN PA/ '-PAN Pin i\AX f'LAP LlflT biPIL 

^,. uAoS 21 i*U hu ub 51, b 23.0 40.0 hSS 0.0 1.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCANN'S LAKE 

TOWNSHIP: MCCLINTOCK 

DISTRICT: HAL IB UPTON 

LAT/LONG: 4522/7854 

YEAR: 1977 
PPB SEX: - 



SOUFCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



L. TPOUT 



75 



60 



100 



53.1 48.0 62.0 



1504 



0.0 



3.4 



POLLUTANT: MI REX 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


100 


PPB 


SEX: - 


SPECIES 


N 


MIREX 


{ PPB) 






MEAN 


MIN MAX 


L. TROU1 


6 


NO 


ND N 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCANN'S LAKE 
TOWNSHIP: MCCLINTOCK 
DISTRICT: HALIBURTON 
LAT/LONG: 4522/7854 
1977 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN \ 
LIMIT LIPID 



53.1 48.0 62.0 



150 4 



0.0 



3.4 



Ut-.'iAi 10 I'lNiS'ifcY Ok 'liJb Li.'vl byM LW'J 

Li/ i boI A 'J ulY. t>E£vICLS bivAr«Cn 



fwiiLu 1'Aw i : t-Lj. 



'1 1 bijUL : . ULjCLL 

LluL'i : luu 



LUCA'i 1 OK : In I bt\v- /u> I LA Kb 

1 U t lm b ti i ir : i^U L L L Y 

DlS'iKlCi: urtLluuKiuH 

LKi/Luivi: 450 3/ ISiy 

Yfaiftfc: lw7 
t-i-o bLX: - 



SObFCfc. : "'<^L 



>tL,l^I t-t 



i' LAiv 



( Wtli) 



Lbi-iCTh fCf ) 

fit AW MN i':/V.X 



..'I. (O ) 
. iLAlM 



LIi i'l 1,1 Mi: 



'1 KUb 'i 



ib J 



34 



vlU 5<>.i. 50.0 63.1! 1400 0.0 2.4 



i uLbuiAH'j : :.IivbA 



'iiobut: i uobl-iL 
L.iiii"i : 1 Of r t-o 



L,Al..^ W'i LkY. bbbVlCLS bUMtJCti 

LbCA'iiL.n: KlbiVl.Atfl LAKL 

b/"x /LwM- i 4 50 3/ 7 8 1 S 
Ilm : 1^7 7 

6 b X : - 



SuLi'Ct: M-b 



^rLL i l.. 



.Ii.lX ( irl'u) LklsiGlii (CT) i'i.{ti) *;> > Li I- '- 

. LAl< : n, i AX I t Ai* !■ IW I /A kf.i 1 . l J i ] 'i I-Jt-1L 



J-. . I'j.^u'i 



l.t< 



uu 



.vL 



. t-.u 5 b .0 l. 3.1. 14 L0 '.0 2.4 



ONTARIO MINISTRY OF ThE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE f'.USKOKA 

TOWNSHIP: MUSKOKA 

DISTRICT: MUSKOKA 

LAT/LOimC: 4 500/792 5 REGION: C 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES u PCB (PRE) LENGTH (CM) WT.(CM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. 


TROUT- 


X 


24 


2944 


840 


6000 


71. 51.4 89. 5 


3 58 3 


66. 7 


4. 3 


R. 


BASS 




6 


i*D 


ND 


ND 


18.4 17.2 20.0 


10 3 


0. 


0. 3 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 25-30 >30 

L. TROUT ------AEBB 



A PCu CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCd DATA NOT AVAILABLE FOR ThIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

PARAMETER: MI REX LOCATION: LAKE MUSKOKA 

TOWNSHIP: MUSKOKA 

DISTRICT: MUSKOKA 

LAT/LONC: 4 50 0/792 5 REGION: C 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 10U PPB SEX: - 

SPECIES N MIREX (PPB) LENGIMJ (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MlN MAX MEAN LIMIT LIPID 



L. 


TROUT 


24 


{■iD 


ND 


ND 


71.0 51.4 8 9.5 


3583 


0. U 


4.3 


R. 


BASS 


6 


MU 


NO 


ND 


18.4 17.2 20.0 


103 


0.0 


0.3 



W i ■■ 'i A t- 1 L ^ 1 i\ 1 £1 h Y Gf 1 h }■ Lx\ V I feO ft F- E N 'J 
L/VbLl A'IGKY SEl-.ViCkS BKAmCH 



t-^i LU'i AN'l : HCb 



llt-SUE: '. LOLL" tl.>j. 
LIMIT: VUOC 



LcCAllCN: LAKE; f-USKOKA 

TGi'ftSfll?? ! USKOKA 

UlS'lfllCT: "UEKCKA 

L/\'l/Loi\C: 4 50 0/7925 

YEAF: 1S7 7 
PPL StX: - 



SOURCE: >-Lt 



JPtCILi 



PC? ( Ff-EJ LENGTH (O ) M*. (CH 

i't.A:\ MN TAX " t AN H{i f'A.X !« LAN 



*> r'EAI« ¥ 

I I r I T L 1 i- 1 \j 



AVI 



■21 3 



1 1 



3 



13.0 13.0 13.0 



19 



0.0 






Lr'iAl -IC HftHTM of lfa.E ENVIhOHhril 
LAL.CrA'lGFY iiLHvlL'LS gfcAM-Cii 



foLLu'iAivi: r-'IUL" 



"iibliol : ... hull i- 1 a h 
LI. i'i : IOC It-. 



LOCA i 1 ON : LA R ri rtl S KO KA 

IW-ft&tiiP: f.ysKOKA 

Llt'l MCI : CiUSKOKA 

LAx/LCi-.C: 4500/7225 

^LAr: 1^77 

cikK: - 



SCUFCT : ' ( b 



■1'LCibl: 



:• iMr (i- pb ) lli. ci b ( or ) tri . { a- ) 

i L/-i. iii. >A> • LmN F-'1im i- AX i EAf* 



V > !• fJ A • i 
II, I'i L It 1 



w LL'l 



M. 



rti. 



13.0 13. ( 13.C 



18 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 20 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: PAUUASH LAKE 

TOWNSHIP: CARD IE b 

DISTRICT: HALI8URTON 

LAT/LONC: 4 4 58/7803 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB { PPB) LENGTH (CM) WT. (CM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



WALLEYE 



35 



NO 



150 



47. 5 40.6 55.8 



10 34 



0.0 



0.5 



POLLUTANT: MI REX 



'1 ISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


100 


PPB 


SEX: - 


SPECIES 


N 


MIREX 


{ P PB ) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: PAUDASh LAKE 
TOV.NSHIP: CARDIFF 
DISTRICT: HAL1BURTON 
LAI /LONG: 4 4 58/7803 
1976 



SOUFCE: MOE 



LENGTH (CM) WT 

MEAN MIN MAX 



, (GM) %> MEAN I 
MEAN LIMIT LIPID 



WALLEYE 



ND 



NC 



ND 



47. 5 40.6 55.8 



1034 



0.0 



0. 5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: WHOLE FISH 
LIMIT: 2000 PPB 



LOCATION: LAKE PENNINSULA 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONG: 4520/7906 

YEAR: 1974 
SEX: - 



REGION: C 
SOURCE: HOE 



SPECIES 



PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



8 



170 



40 



550 



15.5 13.6 17.6 



17 



0.0 



0.0 



PARAMETER: PCB 



TISSUE: WHOLE FISH 
LIMIT: 200 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE ROUSSEAU 

TOWNSHIP: ME DORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4510/7935 

YEAR: 197 4 
SEX: - 



REGION: MU 
SOURCE: HOE 



SPECI ES 



N PCB (PPB) LENGTH (CM) WT.(GK) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



12 120 60 200 14.4 12.7 16.9 



13 0.0 0.0 



OwiAtlO i iMS'iE'i wt iEE L.-jVI Hur.i biM'i 
L/u-. L i.A'l UP Y ai&i.V 1CL a is P AN Ch 

P^EbU'iAr. 'i : eCc LOCATIONS LAKE KC-SSLAu 

TCt,*»8HXP: MEDORA 

LIS'IKICT: IlbSKCKA 

hm/LmCz 4 510/7535 

'iI^SUL: iiuSCLE YEAP: 1577 SublCE: Mll 

Lll.Vi: 20 01 l-Bu SEX: - 

SPECIES ft PCS ( PPii) LENGTH (Ci>.) VI. ( CP ) %> i .LAN I 

bihAtt mp ; a>: ::ea« kim p ax p.ean lifi'I' lipil 

S..M. bASS * IS 40 NL .1 2C 36.7 25.5 45.7 P22 0.0 l.s 

* Sl^L oPECIrl- CbAS SI t iCA'ilON AVAlLAbLc 

SIZE SPlXUIC CLASSIFICATION: PCV 

bIZL KANGL: (INCHES) 
SPLClEb <6 6-§ 8-10 10-12 12-14 14-18 1&-22 :2-2(". 26-30 > 30 

S.M. bASS A A A A A - 



A PCo CO.JCbiM'il.ATluN < 2 00 PPS 

b PCb Cu.MCLiVlKA'ilu;* > 2 00U i J PB 

- PCS DATA i.O'i AVAILAlLL tCP 1'EIS SI ZL 



CaVl'AKlQ ? X.NISTPY Ob THE ENVI FUNNEM 
LA3CRA1GEY SEE VICES BRAwOi 

PuLLUTANi: iili'.EX LUCA'liGN: LAKL POSSLAU 

TOWNSHIP: COP.DELLE 

LlSTPICT: flUSKOKA 

LAl/LDtfC! 4 510/7 5 35 

TISSUE: r'iUSCLE \ti\h: 1577 SUEfCL: MLL 

blE,I*l: 100 k'M SEX: - 

SPECIES M I.IEbX ( PPu) LENCTE (C: ) ,.'l.(Ci) %> r-i£A« '-. 

f.EAN MW T.AX PLAN MSJ .'• AX ELAN LlM'i ElPlu 

S.P. L.AES 15 wb NU NE 3h . 7 25.5 4 5.7 822 0.0 3.4 



Gi/Jrttlc Mfcl'StSX «*' **'* LWvl&GMYllil 
LAbGKATOi-X S £TV ICLS BRA&Cti 

KLtt-'JANl: K.'b LOCA'llCK: LAKK JVSSF.AU 

tOVMSHlPl MEDORA 

Li S? Fid : KUSKOKA 

LA'l/LuW: 451 0/7 S3 5 

'iliiSui': i LOI.i: t'Xfcri YLAfc : H'77 VLKts • O 

Li? ITS 2ui" PlVij if t > : - 

M-/-.CILc u K. ( jVHJ) LL.xC'lb ('.!?■) I 'i . ( f T ) ?> M:.A« % 

,.LAj> Mfc f AX :-.£.Aui M^i ':/•/ M-: '^ M* II IIpJi 

L...M/J 5 H7 5 7 1 2 L J 3. 5 13.5 13.5 1 '■ . 2.5 



U.fAi<ib M.vISIftY CF TI'l. LWirCr-M.i.'l 
LAEUtA'lCK'i! SfFViCFb D ; "'JC:t! 

i -LLu'I/.iVi : :'Ii.L> ucCftTlC.v: LAW PafcfcifVAL 

'luW^hl^: i All 

LlPijlC'J : .vUbKUlSA 

LAl/L'JM": 4510/ V>35 

■iliifati.t.-: i-ltuLt: rl..S 'iLAf: IT/ 7 :-k.utll. : I C! 

J..L i'l : 1L0 t-Hs J LX: - 

Lt-iXile u •••IMa ( t-ft) Li-M'W (C ) <•'».{(/) *> 'LA* * 

t--KAfc MiJ i'AX i t..".v : 1 i. i AX ; '/i Ilf'lT Lltll 

L. I. l'i S t.U fcL ul 13.5 13.5 13.5 1ft 0.T 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SOJGOG RIVER 

TOWNSHIP: OPS 

DISTRICT: VICTORIA 

LAT/LONG: 4 421/78 44 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE * 


20 


38 


ND 


190 


44. 7 30. 5 


71.2 


999 


0.0 


0.4 


CARP 


17 


368 


ND 


184 


39.8 27.1 


69.8 


16 37 


0.0 


1.3 


L.M. BASS * 


15 


31 


ND 


370 


37. 3 29.6 


48.8 


803 


0. 


0.4 


S.M. BASS 


21 


508 


ND 


2900 


33. 3 26.8 


43. 3 


527 


4.8 


0. 5 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

WALLEYE 
L.M. BASS 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 
A 



A 

A 



A 
A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SCUGOG RIVER 

TOWNSHIP: OPS 

DISTRICT: VICTORIA 

LAT/LONG: 4421/7844 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 


20 


ND 


ND 


ND 


CARP 


17 


ND 


ND 


ND 


L.M. BASS 


15 


ND 


ND 


ND 


S.M. BASS 


21 


ND 


ND 


ND 



44. 7 30. 5 71.2 999 0.0 0.4 

39.8 27.1 69.8 1637 0.0 1.3 

37. 3 29.6 48.8 803 0. 0.4 

33.3 26.8 43.3 52 7 0.0 0.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF TIfE PNflRONM W: 
LABORATORY SERVICES BRANCH 

LOCATION: SILENT LAKE 
TOMTSHIP: CARDIFF 
DISTRICT: HALI3U 'TON 
LAT/LONG: 4455/7804 
YEAR : 1 976 



PPB 



SPECIES 



N PCB 
MEAN 



JEX: - 

( PPB) 

MIN MAX 



SOURCE : MOE 



LENGTH (CM) V,'T.(Gri) > H3AN J? 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 10 154 ND 425 53.1 35.5 69.8 14-10 0.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PC3 



4.0 



SPECIES 
L. TROUT 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-1-1 14-18 18-22 22-26 26-30 >30 



A 



A 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SI7. 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 1C0 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SILENT LAKE 

TOWNSHIPS CARDIFF 

DISTRICT: HALIBURTON 

LAT/LONG: 4*55/7804 

YEAR: 1976 
SEX: - 



SPECIES 



N MIRE}[ 
MEAN 



SOURCE: HOE 



( PPB) 

MIN MAX 



LENGTH (CM) 1:T.(GM) fS> MEAN fS 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



10 



ND 



ND 



ND 



53.1 35.5 69.8 1440 0.0 



A .0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCAT I ON : 
TOWNSHIP: 


LAKE SIMCOE 






DISTRICT: 


SIMCOE 






L AT /LONG: 


44 25/7920 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


{ PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN MI 


WALLEYE 20 


465 


ND 2197 


67.9 52.0 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



3209 



%> MEAN * 
LIMIT LIPID 



5.0 



1.8 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



SPECIES 



N 





LOCATION: 


LAKE SIMCOE 




TOWNSHIP: 


SIMCOE 




DISTRICT: 


YORK 




LAT/LONG: 


4425/7920 




YEAR: 


1976 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN MI 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 



20 



ND 



ND 



ND 



67. 9 52.0 78.6 



3209 



0.0 



1.8 



G n 1 A E 1 M ft 1 S'l H V Ot TMf Eh V I KG W P L N *i 

LabUKATCl-Y SEEvICbb bbAiMCh 

PwLLU'iAiMT: eCu LOCATION: LAKE SIMCUL 

r iUMSHiFi — 

DlslklCT: siMCOE 

bA'A/LGKi. : 

TISSUE: riiftCLE YE&E: lij?? SGufCE: i.bt 

xjIMIT: 2C0U rPo fcLX: - 

St-ECIES N f-CB ( Pftii) Lb^C'lli (O- ) IT.(CP) ¥> HBMi * 

f-EAN N.l In WX HEAln ML HM MEAN UNIT LIPID 

Y. PLhCH 40 bJU 4 5 146 8.1 7.5 v.l C 0.0 4.0 



GhlAhlC HklslR^ Of 'IriE L'.iVIPCrvr LN1 
LAbOPAIGKY SEEVICLS BRAwCH 

PoLLUTAKI: MIRtX LGCA'llUN: LAKE SlDCGb 

'IGImnSHIf : 

blS'lPICT: 

bA'i/LO(NG: 
TISSUE: MUSCLE YEAR: 1977 SUbKCE: MCE 

LiMIl: 10G PPb SbX: - 

SPECIES iM KIFEX ( PPii) LbMCTD (O,) VI . (CI.) %> NEAN ? 

KEAN MlN MAX MEAN Hh WAX HE AN WfrllT LIPID 

Y. PLKCH 40 ML £nU HB b. 1 7.5 9.1 0.0 4.0 



" 



fVi L.U'l Au'I : I'LD 



i ibbuL: .• ubCbL 
Lit i'l : 2uQu 



LauCi A'j ut>'< bLrvlCLb tiiv/vftCu 

LwCa'UvnS 'ili^i.oGh LAKt. 

iwHibnlf: ,ll.vKA 

L/iSlMC'i': KLbKGKA 

L.M1 / Lu iv c. : « SQ 7/ 7 y j 5 

1'hAiv: 1^7 7 
fJr«j SfcXs - 



buui Ci, : ill 



oL-l.llLii 



rU> ( M'b) LfcrtC'lh (Cr ) l.'l.(i"r) *> . L/'i- i 

. L>»i« I 1 IM I /.X '-'LAW i Lit ' /'A r fir Aft lii J 'J i.lMl 



IwU.-uUt 



ni 20 



.; l t 



.,£■ ife.i S3.C jtO 0. 



wl<'ii!i lu f-'iwibil-Y 0t The Lwvlj-unl Li.'i 



t-ijLJ.U'i/ui i : . i j- L/. 



ilbbur,: i-hiiiCtjtj 

Lii i'l : IOC t-±-;. 



LoCA'l iwi< 
'iv'i ubr. 1 t- 
LltTUCi 
L/'-'i/LOut 
\ ^f- 1 : 
i-.tX: - 



L foW bi^u L.A M 

4iov<y35 

lb. 7 7 



bUU i CL 



■ rlXi l..b 



iJ .'' i IvL.A ( k i-t J 

L/'uJ i i 11 r /' «w 



J,! iltil (Ci ) V 'I, (LT ) r> i L At. '.. 

i CAlM i li\ • /X M*Afc l.li II Li 1 i It. 



I Mi.Bv) 



nL i.L, 



: o . :; _ i . i ■ 



350 ij.ij 



U.jM'lu ; i r>> J. ; 1 IV U- ti:i: l..xv I R/nu-i w'j 

LAEOEA'iUrA' btl.W lCi.fi ._>h:ANCli 

fuA-LbiANU! &Cd LJCA'ilOi.': ihl-LL i.ILL LA KL 

i'GhlstiJHlJr: '. M.J 

bISTKICi: foUSKOl'A 

LA1/LG&C: 4 510/ 7 S 27 

'lioSUb: MUSCLE XfiAL: 1&77 subf-CL: f- OH 

L,If I'i : 200 ti'b SLX: - 

SrbCibS h ^Cb ( *^) LtuClH tCf ) i-T.(Cfc) *> tU>* \ 

\thu ; Iim max [.him ;-iw f ax keai« limu lipil 



i ;! 



b.i-i. uAoS 6 4 wC 



]5 26.5 21.0 33. 5 26 3 0.0 Q.8 



UK. LAoS 14 5 «* 15 33.1 26.7 44.2 561 0.0 0.6 



OVXAKlC MblSTfcY OF TliL En VI KULmj Li\'i 
LAuOEAlCI-.Y SERVICES &E&WCH 

tv.LLuTAt.l-: BIRKX LOCATION: IbfcEE 'ILL LAM: 

10 WN SHIP: I- ATI 

LlSTiMCT: KUSKOKA 

LA'i/LOuC: 4 510/7127 

'ilSSUr,: MUSCLE *E«R: IS77 EGLFCE: tiCE 

Lin IT: 100 tPb SE*: - 

^hCIES U HI&tK ( tPfi) LL.iC'lli (CH) KT. (OH) *> i LAN S 

MEAn Mh NAX r EAn : I rt TAX ["EAR Llt.I'l LlPlL 



5 . H . bA S3 


(, 


ivb 


foD 


WC 


26. 1 21.0 33. 5 


26 3 


0. 


0.8 


L.fi. BASS 


14 


ND 


ND 


'If; 


33. 1 26.7 44.2 


56 6 


0.0 


G. 3 



POLLUTANT: PCii 



TISSUE: MUSCLE 
LIMIT: 2U0U 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE VERNON 

TOWNSHIP: STISTED 

DISTRICT: MUSKOKA 

LAT/LONG: 4520/7917 

YEAR: 1977 
PPD SEX: - 



SOURCE: MOE 



SPECIES 



PCD ( PPB) LENGTH (CM) Wr.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT * 30 835 50 2320 61.5 23.0 93.0 3718 3.3 5.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

L. TROUT 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A PCB 
B PCB 
- PG3 



CONCENTRATION < 2 00 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE VERNON 

TOWNSHIP: STISTED 

DISTRICT: MUSKOKA 

LAT/LONG: 4 520/7917 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX { PPB) LENGTH (CM) WT.(GM) %> MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



30 



ND 



ND 



ND 



61.5 23.0 93.0 



3718 



0. 



5.0 



LW'JAMC ri.lb'in J* U", f .,V1KU ! I U'l 
EAuCf-A'iLl 1 SIFVlCES fciAi>Ch 

POIjLuTAW'i : PCb LGCA'ilU.: LAm' vLfcNQw 

ToliESHl*-: STISTED 

LIS'iKIL"! : i uSKGFA 

LAT/LCwC: 4 520/7917 
'JtlSSUCl MiULE flSi iEAE: l*i77 SCUfCEs 'CI. 

UMTS 2U0G tPb £LX: - 

b^EClES d PCI ( k>Pfc) LfcNC'ir. (C. m ) M-.(Gf) %> fhAN ? 

MEAN f-'J N r>AX ^EAN f I • !'• AX &KAfc MM'1 LIPIE 

STtLT 5 81 55 100 14.5 14.5 3 <»» 5 1^ 0.0 2.3 



(JMAilG MNiSlivV it' 'i-L f.N V I I- J'> P l.tt'l 
EAEGKAICK? Si' I- vie ft LJJ-uvWCii 

i OLLLiTAi\T: i I Kt X LOCA'i 1 Ci\ : EA i L V I, livOh 

TUt « 5B J P : CtiAbFO 

LISlKlC'r: MusKuKA 

LA'I/LONG: 4 52 0/ 7 r 17 

'liSSut: MiUEE c'loi- YbAJ: : 1977 SOuFCEc t tt 

Lii-l'i: 10C Pjtu SLX: - 

bPECIES N MI'BEX { tPD) LENGTH (CJ-) VI . (Ci- ) V> MEAN ? 

MEAN MM f AX MEAN Mft f'AX E-KAI-j f 1MT LIPID 

StofiM 5 NU NE NC 14.5 14.5 14.5 19 0.0 2.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCB 




LOCATION: 


BARK LAKE 










TOWNSHIP: 


JONES 










DISTRICT: 


RENFREW 










LAT/LONG: 


4527/7721 


TISSUE: 


MUS l! 




YEAR: 


1977 


LIMIT: 




2000 


PPB 


SEX: - 




SPECIES 




N 


PCB 


( PPB) 


LENGTH 








MEAN 


KIN MAX 


MEAN 1 



SOURCE: MOE 



(CM) WT. (GM) 
MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



TROUT 



434 



90 



765 



59. 9 50.5 67.0 



2180 



0.0 



5.9 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



SPECIES 





LOCATION: 


BARK LAKE 




TOWNSHIP: 


JONES 




DISTRICT: 


RENFREW 




LAT/LONG: 


4527/7721 




YEAR: 


1977 


PPb 


SEX: - 




MIREX 


( PPE) 


LENGTH 


MEAN 


MI N MAX 


MEAN . 



SOURCE: MOE 



(CM) WT.(GM) 
MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



TROUT 



ND 



ND 



ND 



59. 9 50.5 67.0 



2180 



0.0 



5.9 



OMAf.iL. MIMS'IRY OF TF«I ENV i KOUf-LN'J 
LABORATORY SERVICE a uKAiyCU 

POLLUTANT: PCB LOCATION: BEVEFLY LAKL 

'IOUNSHIP: bASTAPD 

Di ST PICT: LI:: EDS 

LA'1/LCnC: 44 37/76C5 

•liSSUE: MUSCLE YEAR J 197 7 SoUi-.CL: £• Ct 

LIMIT: 200 PPb SEX: - 

SPECIES N PCb ( PPL) LLuC'Ih (Cb-) \:1 . (CI- ) *> M:AN i 

f.EAN KIN MAX MEAiM WIN MAX MEAN LlMl LIPID 

PIKE 3 wL NL 1Mb 16.6 14. L 17.5 0.0 0.3 



ON'IAKIC MINISTRY OF THE LiWlkONM.Nl 
LABORATORY SERVICES BRANCH 

PoLLUTAN'l: MIPEX LCCAlICw: bEVEPLY LAKE 

TO hut SHIP: BASTARD 

DISTMC1: LEEDS 

LAT/LONC: 4437/7605 

TISSUE: MUSCLE YEAR: 1S77 SCuf-CE: f.OL 

LIKIT: 100 PPb SEX: - 

SPECIES N MIRtX ( PPb) LENGTH (CN) v/i.(CM %> >fcAN \ 

MEAN MN MAX MtAN MN VAX l LAN L1MT LIPID 

*-IKE 3 ND C*0 Nu 16.6 14. 8 17.5 0.C 0.3 



CN7AK10 MINISTRY Ot THE ENVI RONMEN1 

LABORATORY SERVICES BRANCh 

ROLLUlAul: PCb LOCATION: CON SI AN LAKE 

luV.nl SHIP: GRAHAM 

bl STRICT: RENEREh 

LAI /LONG: 4 52 5/7701 



'i ISSUE: & 
LIMIT: 


lU'SCLt 
2U01 




PPii 


ibAR 
EbX: 


- 


SIECIES 


N 




PLb 

Mb an 


( 
MM 


PPb) 


LALLLYE 
±-iKb 

Y. RRRCh 
r.. bASS 
1- 'SRbb 




5 
i 

1 
1 
1 


4 -j 
38 
30 
30 
to 


IIU 

20 


L25 
5u 



197 7 SOURCE: MGE 



LENCTE (CM) ftT. (GM) %> MEAN i 

MEAN Mir. MAX MEAN LIMIT LIPID 



45.6 42. S 48.8 844 0.0 0. 3 

50. S 47.8 54.4 1128 0,0 0.2 

18.1 - 85 0.0 0.4 

12.9 - 48 0.0 0.3 

17.4 - - 124 0.0 0.2 



OMARlt. MINISTRY UP THE e^VlftGfcKfcl'.'f 

LAL-bPATUY SfcPVICES bl ANCH 

PolTu'imivT: M,sL,> bbLATlGR: CONS'lAN LAKE 

TufcaSfalPS C RATI AN 

ul STRICT: RENfrREV* 

L#1/LUWC: 4525/7701 

TISSUE: MUSCLt iEAR! 1977 SOURCE: MCL 

L1M11: IOC PfL SEX: - 

gfrfiCIEfl « MRE* ( ^WbJ LENC'lh (CM) UT. (GM) %> MEAN I 

rtbAl^ i I iM !AX MEAN f-lN MAX MEAN LIMI'l LIPID 



V.ALLiYfc 5 i\b Nb ctLi 

t-iKE 3 NJJ [%E i'jl- 

i. PEECi: 1 »V 

R. L,AbS 1 Nb 

f'St'.t Lp 1 NU 



844 0.0 0.3 



50 . S 


47. B 


54.4 


1128 


0.0 


0. 2 


18.1 


- 


- 


85 


0.0 


0.4 


12. S 


- 


- 


48 


0.0 


0. 3 


17.4 


~ 


- 


124 


0.0 


0.2 



POLLUTE NT: PCB 



TISSUE: MUSCLE 
LIMIT: 2COO 



SPECIES 



0HTA3I0 MINISTRY 0." 7 TrH' IE r TR01 
LABORATORY SERVICES nUNGR 

EQOAKQR: COHSTANC v V" ' 
TOVNSHIP: MARCH 
DISTRICT: CARLETOM 
LAT/LONG: s r >2?/75'j? 
TEA?,: 1976 

RPR SEX: - 



— - -*>*ni 



SOURC"-:; **0E 



H PCR ( PPB) 
MEAN PIN MAX 



LRNGT'I (CM) VF. (CV?) '-> MEAN '/' 
MEAN MIN "T/rr M AE LIMIT LIPID 



PIKE 



8 



ND 



MD 



ND /-3.1 36.0 r '6.0 629 (.0 1.0 



POLLUTANT: MI REE 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINTSTPY Or 1 TKH ENVIRONMENT 

LA30RA n 0? v SERVICES BRANCH 

LOCATION: CONSTANCY LAKE 

TOENSHIP: MARGE 

DISTRICT: CARLETOE 

LAT/LONG: ^529/7359 

YEAR: 1376 
SEX: - 



SPECIES 



N MIREX 
MEAN 



( PPB) 
MIN MAX 



LENGTH (CM) 

MEAN MIN MAX 



SOURCE: MO ; 



'T.(GM) ;'> I PAH ,' 
MEAN LIMIT LIPT n 



PIKE 



8 



ND 



ID 



IE) 



3.1 36.0 ?6.0 



62° 



0.0 



1 .0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 20 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CROWE LAKE 

TOWNSHIP: MARMORA 

DISTRICT: HASTINGS 

LAT/LONG: 4429/7744 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT. (GM) %> MEAN I 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 4 ND ND ND 47.1 31.0 57.2 1070 0.0 0.4 
S.M. BASS 4 3 ND 10 32.9 26.2 4 5.7 574 0.0 0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MI REX 


LOCATION: 


CROKE LAKE 










TOWNSHIP: 


MARMORA 










DISTRICT: 


HASTINGS 










LAT/LONG: 


4429/7744 




TISSUE: MUSCLE 




YEAR: 


1976 


SOURCE: MOE 


LIMIT: 


100 


PPB 


SEX: - 






SPECIES 


N 


MIREX 


( PPB ) 


LENGTH (CM) 


WT. (GM) %> MEAN % 






MEAN 


MI N MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


WALLEYE 


4 


ND 


ND ND 


47.1 31.0 57.2 


1070 0.0 0.4 


S.M. BASS 


4 


ND 


ND ND 


32.9 26.2 45.7 


574 0.0 0.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KERR LAKE 

TOWNSHIP: LANARK 

DISTRICT: LANARK 

LAT/LONG: 4 502/7623 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N 


PCB 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


PIKE 


2 


ND 


ND 


ND 


46. 45.0 47. 


480 


0.0 


0.2 


B. BULLHEAD 


7 


10 


ND 


20 


26.4 25.0 28.0 


256 


0.0 


1.0 


S.M. BASS 


3 


ND 


ND 


ND 


30.7 20.0 45.0 


55 7 


0.0 


0.6 


W. SUCKER 


2 


5 


ND 


10 


40.0 30.0 50.0 


715 


0.0 


0.4 


Y. PERCH 


5 


ND 


ND 


ND 


22.4 19.0 28.0 


172 


0.0 


0. 5 


WALLEYE 


2 


ND 


ND 


ND 


59.0 58.0 60.0 


1998 


0.0 


0.4 



POLLUTANT: Ml REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ON1ARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LCCATION: KEBR LAKE 

TOWNSHIP: LANARK 

DISTRICT: LANARK 

LAT/LONG: 4 502/7623 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 


LENCTH (CM.) 


WT. (GM) 


%> 


MEAN * 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


PIKE 


2 


ND 


ND 


ND 


46.0 45.0 47.0 


480 


0.0 


0. 2 


B. BULLHEAD 


7 


ND 


ND 


ND 


26.4 25.0 28.0 


256 


0.0 


1.0 


S.M. BASS 


3 


ND 


ND 


ND 


30.7 20.0 45.0 


557 


0.0 


0.6 


W. SUCKER 


2 


ND 


ND 


ND 


40.0 30.0 50.0 


715 


0.0 


0.4 


Y. PERCH 


5 


ND 


ND 


ND 


22.4 19.0 28.0 


172 


0.0 


0. 5 


WALLEYE 


2 


ND 


ND 


ND 


59.0 58.0 60.0 


1998 


0.0 


0.4 



POLLUTANT: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: MISSISSIPPI RIVER 









TOWNSHIP: 


MISSISSIPPI 
















DISTRICT: 


CARLETON 
















LAT/LONG: 


4526/7616 










TISSUE: MUSCLE 




YEAR 


: 


1976 




SOURCE: 


MCE 


LIMIT: 


200C 


PPB 


SEX: 


"~ 












SPECIES 


N 


PCB 


( 


PPB) 


LENGTH 


(CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


KIN 


MAX 


MEAN m\s 


1 MAX 


MEAN 


LIMIT LIPID 


Y. PERCH 


3 


17 


ND 


30 


21.0 20.0 


23.0 


103 


0.0 


0.4 


R.H. SUCKER 


10 


28 


ND 


55 


43.2 32.0 


6 5.0 


1026 


0.0 


0. 9 


B. BULLHEAD 


11 


19 


ND 


70 


28.5 18.0 


32.0 


334 


0.0 


1.0 


S.M. BASS 


20 


21 


ND 


60 


30.9 21.7 


4 0.0 


416 


0.0 


0.5 


W. SUCKER 


9 


39 


WD 


80 


42.3 30.0 


47.5 


104 9 


0.0 


1. 9 


EEL 


10 


88 


30 


150 


73. 7 50.0 


90. 


94 9 


0.0 


11.4 


WALLEYE 


18 


22 


ND 


50 


44.9 23.0 


78.0 


1087 


0.0 


0. 3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MI REX 


t 


LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


MISSISSIPPI 
MISSISSIPPI 
CARLETON 
4526/7616 


RIVER 








TISSUE: MUSCLE 




YEAR 


: 


1976 




SOURCE: 


MOE 


LIMIT: 


100 


PPB 


SEX: 














SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH 


(CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIt> 


1 MAX 


MEAN 


LIMIT LIPID 


Y. PERCH 


3 


ND 


ND 


ND 


21.0 20.0 


23.0 


103 


0.0 


0.4 


R.H. SUCKER 


10 


ND 


ND 


ND 


43. 2 32.0 


65.0 


1026 


0.0 


0.9 


B. BULLHEAD 


11 


ND 


ND 


ND 


28.5 18.0 


32.0 


334 


0.0 


1.0 


S.M, BASS 


20 


ND 


ND 


ND 


30. 9 21.7 


40.0 


416 


0.0 


0. 5 


W. SUCKEJ- 


9 


m 


ND 


ND 


4 2.3 30.0 


47.5 


1049 


0.0 


1. 9 


EEL 


10 


ND 


ND 


ND 


73. 7 50.0 


90.0 


94 9 


0.0 


11.4 


WALLEYE 


18 


ND 


ND 


ND 


44.9 23.0 


78.0 


108 7 


0.0 


0. 3 



UNlAfrlG Mi. lS'ii-N ui- Ir.t ti.vl AUUt LiVl 

l.AdOKA'l uK'.* SEUV £ Cob iK/'.sCh 

i-OLLu lAN'l : Kd LGCaT__u\: IJiJlKA LAM 

'iCftwShlf: tiAoTIrvCJ 

bl b1 KlCl : iiUN'i I utLO.'j 

bA'i/LOuC: 44 30/772 7 

TISoUL; :.uSCLE YEAH: IV77 bOUlCE: tXL 

Lit! IT: 20 PPb SLX: - 

SPECIES U fCb ( t-Hi) LEtJCTl, (_•) VI. (C.) V> M;A:s % 

MEAN MJ N r AX f ■ LAim Uw j AX t.Lfiti L If 1*1 LlPIb 

V . PEECE * 10 2 wL 10 0.0 5. L: 6.?. CO 2.8 

* Sl-E SPECIFIC CLASSI t-'iCAl 1 On AVAI_A_L_ 

bl_L SMLCIrlC CLA.ol r K'n'i 1C,<: KT_ 

bl _E i Awft : ( 1 t+Ciii'iii ) 
S_-_CI_b <6 6-t- 8-10 10-12 12-14 ]4-l£ 18-22 22-2t. 26-30 >30 

Y. PERCH _ _ _ - - _____ 



A PCE- COwCEiyTKA'i iOU < 2 0bU rfu 

L Jt-CL COiviCEwTFAllON > 2 000 P^d 

PCS LATA iJO'l AVAlEAbLE i Oh I'-hl S blif 



UiMIAKIl. fciMSTE- Of" THE LN V I TObl-ENl 
LABCRATOhY SfcfVlCL'S _-i AwCil 

HObLb'lAwl: WlkEX LOCATICN: tOHA LAI.L 

luVtMSIil-" ! liAir'lliHS 

blb'l'i 1CT : !!bVlli\CbOU 

bA'i /EwbG: 44 3u/ 7 72 7 

•I1SSUL: t-iu_CL_ YEAH: 1S77 SObfrC.: fcUL 

LltJll's ICG Fib bLX: - 

SfbCILb H F,IH_X ( PfL) Lt.MTij (CM V.T.(Ci!) V> I, LAN 5 

I-.EAN Mis .'AX "• CAN Liu ! AX "-.LAN Ll.'.lT LlFlL 



. . PEKC'ri 10 iNb WE tiC 



b.i. ..8 6.3 0.0 2.1 



UklARIU MINISTRY OF THE ENVIRONl^EM 
LABORATORY SERVICES BRANCH 

PARAMETLR: PCl> LOCATIGM G'ITAVvA RIVER SULLOC: Cb 

TCVNSHIP: PEMBROKE (CTIALK BAY) 

DISTRICT: PRESCOIT 

LA'1/LONG: 4534/7423 

i ISSUE: LvUiSCLE YEAR: 1972 SOURCE: MCE 

LIMI'i: 20QC PPb SEX: - 

SPECIES N PCS (PPL) LEJvCTH (CM) KT. (CK) % > KEAN 5 

MEAN UK MAX MEAN MIN MAX r'EAN LIMIT LIPIL 

UALLEYE 7 7 7 15 46 36.0 32.5 38.5 465 0.0 CO 
P. ri. SUCKER 3 63 27 90 43.7 30.0 52.0 1537 0.0 0.0 



ONlAfilO Ml«I5'livX Gt Ti;E LNVIF-OwMitn 
LAbCr.AlOi.Y SERVICES &EANCI! 

PARAMETERS fCa LOCATICU: C'lTAl A kiVLli SbLLGC: bb 

•IGV^SHH-: PEMBROKE, ( r JO C?TAVA TVTsTv) 

LIS'lllCT: PRESCO'I'l 

LA1/LOKC: 4 5 34/7423 

lldSUE: KUSCLE SEAR: 1572 SCUi-.CE: f'GE 

LIMIT: 20 PPB SLX: - 

SPECIES iN i-Cb (PPl ) bLCMC'lb (CiJ l'i.{Cf) ¥ > ' EAW * 

f-'LAN PIN IAX MtArt MN ''AX i l.Aiv L It ■ i 'I l.JML 



CARP 3 18 2 7 1250 26 30 7 5.3 71.0 £2.5 76yy 33.3 0.C 

SYURCEOm 6 1250 70 2 550 7 5. ft G3.5:>$$$$ 3 04 5 16.7 0.0 



PARAMETER: PCIi 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MMSTKY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: OITAfcA RIVER 
TOWNSHIP: PEMBROKE 
DISTRICT: PRESCCTT 
LAI/LONG: 4534/7423 
YEAR: 1972 

SEX: - 



SUELCC: R 

( PEMBROKE) 



SOURCE: MCE 



SPECIES 


N 


PCB 


(PRE) 






MEAN 


MIN 


MAX 


WALLEYE 


7 


47 


28 


90 


MOONEYE 


3 


100 


32 


149 


Y. PERCH 


3 


5 9 


21 


134 


K« SUCKER 


5 


38 


28 


50 


R.H. SUCKER 


3 


82 


28 


174 



LENGTH (CM) UT. (GM) 
RE AN MIN MAX MEAN 



31.2 28.0 34.5 

29.2 26.5 31. 

22.3 21.5 23. 5 
31.7 28.0 35.0 
35. 7 31.0 42. 5 



% > MEAN % 
LIMIT LIPID 



30 5 


0.0 


0.0 


331 


0.0 


0.0 


171 


0.0 


0.0 


50 2 


0.0 


0.0 


861 


0.0 


0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 

TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 


OTTAWA RIVER 
OTTAWA 
PRESCOTT 
4 527/7542 
1976 


SPECIES 


N 


PCB 
MEAN 


( 
MIN 


PPB) 
MAX 


LENGTH 
MEAN MIN 


S.M. BASS 
WALLEYE 


3 
* 14 


28 
99 


23 

ND 


37 
24 


11.2 9.4 
13.1 10.2 



SOURCE: MOE 



(IN) WT. (LB) %> MEAN % 
MAX MEAN LIMIT LIPID 



1 
1 



0.0 
0. 



0.6 

0.4 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

WALLEYE --AAAA---- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: OTTAWA RIVER 

TOWNSHIP: OTTAWA 

DISTRICT: PRESCOTT 

LAT/LONG: 4 527/7542 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (IN) WT. (LB) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S.M. BASS 3 ND ND ND 11.2 9.4 12.6 

WALLEYE 14 ND ND ND 13.1 10.2 16.1 



I 
1 



0.0 
0.0 



0.6 
0.4 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: RIDEAU RIVER 

TOWNSHIP: OTTAWA 

DISTRICT: CARLETON 

LAT/LONG: 4 527/7542 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N 



PCB 

MEAN 



MIN 



PPB) LENGTH (CM) WT.(GM) 
MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 48 12 ND 240 4 3.0 23.0 71.0 923 0.0 11.8 

MUSKEY 7 7 ND 15 59.3 34.0 80.0 1600 0.0 0.3 

PIKE 12 11 ND 40 46.2 33.0 63.0 671 0.0 0.4 

B. CRAPPIE 11 3 ND 15 25.9 22.0 28.0 30 5 0.0 0.3 

B. BULLHEAD 20 9 ND 65 25.9 22.0 30.0 2 71 0.0 1.1 

S.M. BASS 11 16 ND 70 29.7 19.5 48.0 502 0.0 0.5 



POLLUTANT: MIFEX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: RIDEAU RIVER 
TOWNSHIP: OTTAWA 
DISTRICT: CARLETON 
LAT/LONG: 4 527/7542 
YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH (CM) 


WT . ( GM ) 


%> MEAN * 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


WALLEYE 


48 


ND 


ND 


ND 


43.0 23.0 71. 


923 


0.0 11.8 


MUSKEY 


7 


ND 


ND 


ND 


59. 3 34.0 80.0 


16 00 


0.0 0.3 


PIKE 


12 


ND 


ND 


ND 


46.2 33.0 63. 


671 


0.0 0.4 


B. CRAPPIE 


11 


TR 


ND 


1 


25. 9 22.0 28.0 


30 5 


0.0 0. 3 


B. BULLHEAD 


20 


ND 


ND 


ND 


25. 9 22.0 30.0 


2 71 


0.0 1.1 


S.M. BASS 


11 


ND 


ND 


ND 


29. 7 19. 5 48.0 


50 2 


0.0 0.5 



PwLLuiART: fCls 



1 ISSUE: MUSCLE" 
LIMIT: 2U0C 



UL'AARltu f- I NlSTPY Or Tl.E tNVlFONI Em 3 

LAbuFA'iCRl SHvICLS BRANCH 

LGCA'I LLUt" Lf' WE ST . FRANCIS 
TCVlnSUIP: CLtNCAl.RY 
LT STRICT : CQSihl ALL 
LAT/LOnC: 4 508/7^2 5 
YEA*: 1977 

i-Fia StX: *■ 



SOURCE: HOE 



SPECIES 



N P CU ( P Pb ) 

I'LAim PIN m% 



LENCTri (CM) V,<T. (CK) %> MEAN ? 

MEAN r-In PAX MEAN LIMIT LIPID 



STURGEON 



13 5832 1730 155U0 112.5 53.0$$$?$ 11036 92-3 11.9 



PuLLUTAwT: MI REX 



1 ISSUE: PUSCLE 



Lli^ilT: 



100 



PPB 



GN'IARIC MINISTRY Of 'Xk£ ElMV'I RON! 1 EMI 

LABORATORY SERVICES BRANCd 

LOCA'l IOts: LAKL ST. FRANCIS 

lOt-lNSHlP: CLENCAKRY 

bl STRICT: CORNWALL 

LAI /LONG: 4 50 8/74 25 

YEAR: 1977 
SEX: - 



SOURCE: MCE 



bFBCIES 



N MI REX ( FPL) 

J-ifiAfi PIm WAK 



LEnCTH (CP) R r I.(CM) !> MEAN % 

MEAwsi M1N MAX MEAN LIMIT LIPID 



S'iURCEOh * 13 54 23 98 112.5 53.0$$$$$ 11036 0.0 11.9 

* SIZE SPEC1EIC CLASSIEICA'lION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: MI REX 



SIZE RANGE: (INCHES) 
SPECIES <6 6-6 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

STURGEON ,-----AAAA 



A MI REX CONCENTRATION < 100 PPB 

a MI REX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR ThIS SIZE 



OiSi'IAKIO MINISTRY OF THE ENVIRONMENT 



LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 


• 


LOCATION: 


LAKE ST. PETER 






TOi-.NSHIP: 


MCCLURE 






£i I ST PICT: 


HASTINGS 






LA'L/LOUC: 


4518/7302 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 20 


PPL 


SEX: - 




SPECIES N 


PCti 


{ PPE) 


LENGTH (C 




h I ft h 


MN NAX 


MEAN MIN 



SCUECF: kOti 



(CP) \ T. (0 ) %> MEAi* I 

AX LIftN LIMIT LIPIL/ 



L. TROUT * 17 4C3 MS 194 50.9 24.1 83.8 18 30 0.0 2.7 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SISF SPECIFIC CLASSIFICATION: PCL 



5I4C] ES 
L. 'ITCUT 



<(' 



SIZE }";Ai-,:CL: (I h CLE S) 
G-*8 8-10 10-12 12-14 14-1P 18-22 ?2-2o 26-30 >30 



A 



A 



b PCB 
- PCl' 



CCnClSIIAIIC:, < ?0CC k'rti 

QOhCtn'iIMliAsi* > 2 000 PPo 

LATA NOT AVft U".. II I'C.f Tl.IS SIZE 



ONTARIO MINIS'IHY GF ThE ENV I FOl Jf Elv'i 
LABORATORY 3 LEV ICES STANCH 



POLLS TAUT': MI BE.*' 



TISSUE: musCli; 
LlL-rlTs 1C0 'H 



;■ C'C-VJ. 1C.:, 
TGI ,-vSM IP 
i-lPI I 1CT 

lai/Tv- .c. 

.t 1/u' : 



LATE ST. PETEE 

,>CCLUrE 

HASTINGS 

i5lH/T90Z 

3 5 76 



scurcr.: roe 



f ; l; i. ■ p i re 



i?j MIL EX 



( i-i..) . EENCIH ■(«?'.) ' S, (C?') 

' I L . ^}- -'KA^ K"Ii ". Q * f'EAN 



|> ! FAN I 
LI! I 'I LI II I. 



L. TfOtT 



17 



'.1 >?3.< c IP 30 0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 

TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


LOCAT I ON : 
TO m SHIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 


STOCO LAKE 

HUNGERFORD 

HASTINGS 

4428/7717 

1976 




SPECIES 


N 


PCB 

MEAN 


( 

MIN 


PPB) 

MAX 


LENGTH 
MEAN Kits 


(CM) 

1 MA 


L.M. BASS 

MUSKEY 

WALLEYE 

PIKE 

S.M. BASS 


I 

2 
16 
11 

2 


ND 
8 
3 

4 
ND 


ND 
ND 
ND 

ND 


15 
10 
35 

ND 


25.2 - 

56. 5 48.9 
41.4 30.2 

54.6 40.5 
25.4 20.5 


64.0 
63.0 
7 0.5 
30.3 



SOURCE: MOE 



WT. (GM) 

MEAN 



284 
10 04 

951 
1302 

510 



%> MEAN I 
LIMIT LIPID 



0.0 
0.0 
0.0 
0.0 
0.0 



0.5 
0.3 
0.4 
0.3 
0.2 



POLLUTANT: MI REX 



TISSUE; 
LIMIT: 



MUSCLE 
100 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



STOCO LAKE 

HUNGERFORD 

HASTINGS 

4428/7717 

1976 



SOURCE: MOE 



SPECIES 



MIREX 
MEAN 



MIN 



PPB) LENGTH (CM) WT. (GM) 

MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L.M. BASS 

MUSKEY 

WALLEYE 

PIKE 

S.M. BASS 



1 

2 

16 

11 

2 



ND 
ND 
ND 
ND 
ND 



ND 
ND 
ND 
ND 



ND 
ND 
ND 
ND 



2 5.2 

56.5 
41.4 
54.6 
25.4 



48.9 
30.2 
4 0.5 
20.5 



64.0 

6 3. 
70 8 5 
30.3 



28 4 
1004 

951 
130 2 

510 



0.0 
0.0 
0.0 
0.0 
0.0 



0.5 
0.3 
0.4 
0. 3 
0.2 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCB 




LOCATION: 
TOWJSHIP: 
DISTRICT: 
LAT/LONG: 


TAY RIVER 
FENSLEY 
LANARK 
4453/7608 










TISSUE: MUSCLE 




YEAR 


: 


1976 




SOURCE: 


MOE 


LIMIT: 


200 


PPB 


SEX: 


~ 












SPECIES 


N 


PCB 


( 


PPB) 


LENGTH 


(CM) 


KT. (GM) 


%> 


MEAN \ 






MEAN 


MIN 


MAX 


MEAN MIN 


MAX 


MEAN 


LIMIT LIPID 


L.M. BASS 


10 


2 


ND 


15 


25.6 21.0 


37.0 


297 


0.0 


0. 3 


B. BULLHEAD 


3 


10 


ND 


20 


27.7 26.0 


30.0 


310 


0.0 


1.4 


B. CRAPPIE 


1 


15 


- 


- 


23.0 - 


- 


240 


0.0 


0.1 


R.H. SUCKER 


3 


52 


10 


75 


42.7 40.0 


46.0 


66 3 


0.0 


1. 9 


PIKE 


4 


15 


10 


25 


42.8 36.0 


48.0 


495 


0.0 


0.2 


Y. PERCH 


2 


13 


10 


15 


24.5 24.0 


25.0 


240 


0.0 


0. 5 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: TAY RIVER 

TOWNSHIP: FENSLEY 

DISTRICT: LANARK 

LAT/LONG: 4453/7608 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MI REX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN 1 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMI 1 ] 


[' LIPID 


L.M. BASS 


10 


ND 


ND 


ND 


25.6 21.0 37.0 


297 


0.0 


0. 3 


B. BULLHEAD 


3 


ND 


ND 


ND 


27.7 26.0 30.0 


310 


0.0 


1.4 


B. CRAPPIE 


1 


ND 


- 


- 


2 3.0 - 


240 


0.0 


0.1 


R.H. SUCKER 


3 


ND 


ND 


ND 


42.7 40.0 46.0 


66 3 


0.0 


1. 9 


PIKE 


4 


ND 


ND 


ND 


42.8 36.0 48.0 


495 


0.0 


0. 2 


Y. PERCH 


2 


ND 


ND 


ND 


24.5 24.0 25.0 


240 


0.0 


0. 5 



PCB/MIREX DATA SUMMARIES 



NORTHEASTERN REGION 




GoGlAiUW Ml n I >'.'■' ' </l '. ' i ' •'.' J A JMi'IENT 
LAjMEAT^RY SIMA/ICES bKAUCi! 



PAKAMETLR: PCb 




LOCATION 


• h U jsOUCAi-lI LAKE 






LUGm Sill L' 


: Ji,p!«i1Af!GT 






UlS'i KlCi 


: J GM1SKAG1 ;GC 






LAT/LGuC: 


4>;1 2/3 UG 5 


'I I o Su L ; . iU GC Li L 




YEAH : 


19 7b 


j_. 1 1 1 1 : 2ou0 


h ?::■ 


3 L *, : - 




S># ECI E S in. 


PCd 


{*&£) 


LEMGTL (CliJ 




HE An 


:iu* MAX 


■-.c,\ii Mm max 



PEGIOtJ: £4E 
SOURCE : TOE 



JT. (GM) 
MEAN 



I > MEAN % 
LIMIT LIPID 



i'lice 



10 



y lj ^ v. d 



38. 1 66.0 



1 9 5 0.0 0.1 



PARAMETER: MI bTX 



TISSUE: MUSCLE 
LIMIT: 10U PPl 



ON TAR I C MI^ISiMY GE Ttffi ENVIRONMENT 

LA3GRATGRY SERVICES GRANCi! 

LOCA'IIGn: AGIKGUGAMI LAKE 

TEMNSEIP: ELRimhAEUT 

El STRICT : TIM SKAMluC 

LA'I/LGivG: 4!J12/SUU5 

YEAE: W1& 
.3 L A : - 



REGION: NE 
SGURCE: GO E 



SPECIES 



M1REX (PPe) 

I i€ A lm ilia MA X 



LEW CTH (CM) GT.(GM) % > MEAN % 

MEAN Mil] MAX MEAN LIMIT LIPID 



PIKE 



10 



wu 



NE 



H D 



4 9.5 38.1 6 6.0 



6 9 5 0.0 



0.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: AYLEN LAKE 

TOWNSHIP: DICKENS 

DISTRICT: NIPISSING 

LAT/LONG: 4537/7751 

YEAR: 1976 
PPB SEX: - 



SOURCE: MCE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



WHITEFISH 



10 



36 



ND 



70 26.9 26.0 28.0 



255 0.0 1.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 





LOCATION: 


AYLEN LAKE 




TOWNSHIP: 


DICKENS 




DISTRICT: 


NIPISSING 




LAT/LONG: 


4537/7751 




YEAR: 


1976 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH 


MEAN 


MIN MA X 


MEAN M 



SOURCE: MOE 



(CM) WT. (GM) 
MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WHITEFISH 



10 



ND 



ND 



ND 



26.9 26.0 28.0 



255 



0.0 



1.6 



Q,i 1ft i I C t<~ I M S'l' hi ut '1 E B EN v 1 KG £vs ! E'iV T 
LABORATORY SERVICES BRANCH 

yulUiiMKs PCB LOCAIIOr-: LAPP ii LP HARD 

'lOfM^SLilF: tflbtiiiG 

EISTFICT: PARRY SOUNi; 

LAl/LGniC: 4 545/7923 

1 ISSUE a MUSCLE YEAR: 1977 SOURCE: VCE 

Lit-iii: 2000 ppb mm - 

SPECIES im Fffi ( PPb) LLwClli (lh) R'l.(LD) %> MEAN I 

MEAN MN f*AX :-KAN 1. 1 In MM PLAN LIFIT LIPID 



iai-U'Ll 



50 3 5 3 4.7 4.7 4,7 0.0 2.3 



ONTARIO PiNlEl'PY GF ThF Ert VI Rocib EN 'I 
LABORATORY SERVICES ti RANCH 

PuLLUTANl: MREX LOCATIClm: LAKE BEPiMARN 

'JCVNSHIF: STRONG 

DISTRICT: PAPPY SOUND 

LAT/LO.NC: 4 545/7923 

'I ISSUE: MUSCLE YEAR: 1 c ;7 7 SOUFCE: MCE 

LliVlT: 100 PRE SEX: ~ 

SPECIES N PIREX { PHI) LENGTH (IN) V-T. (LB) l> PEA*! * 

H£,m Wn f-AX r 'EAN PIN PAX PEAlN LIPl'l LIPIL 



il-ib'Ll I f*U 



HE 4.7 4.7 4.7 0.0 2.3 



ONIARIO MINISTRY OF THE ENVIRGNMEN1 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCb 



TISSUE: MUSCLE 
LIMIT: 200 C 



LOCATION: BIC DOE LAKE 

TOWNSHIP: RYERSON 

DISTRICT: PARRYSOUND 

LAI/LONG: 4532/7924 

YEAR: 1977 
PPb SEX: - 



SOURCE: MCE 



SPECIES 


M 


PCL 


( 


PPB) 






MEAN 


MIN 


MAX 


SAUGEP 


3 


ND 


ND 


ND 


PIKE 


1 


ND 


- 


- 


Y. PERCH 


3 


ND 


ND 


ND 


WALLEYE 


4 


ND 


ND 


ND 



LENCTH (CM) 
MEAN MIN MAX 



61. 2 56.0 69.0 
58 . - 

25.3 22. 27.5 
31.1 25.5 35.5 



T. (CM) 


!> 


MEAN ? 


MEAN 


LIMI1 


LIPID 


193 7 


0.0 


0.0 


1680 


0.0 


0.0 


275 


0.0 


0.0 


34 3 


0.0 


0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: BIG DOE LAKE 

TOV.NSHIP: RYERSON 

DISTRICT: PARRYSOUND 

LAT/LONC: 4532/7924 

YEAR: 197 7 
SEX: - 



SOURCE: MCE 



SPECIES 


N 


MI REX 


( 


PPB) 






MEAN 


MIN 


MAX 


SAUGER 


3 


ND 


ND 


ND 


PIKE 


1 


ND 


- 


— 


Y. PERCH 


3 


ND 


NE 


ND 


WALLEYE 


4 


ND 


NE 


ND 



LENGTH (CM) WT. (GF- ) 
MEAN MIN MAX MEAN 



61.2 56.0 69.0 1937 

58.0 - - 1680 
25. 3 22.0 27. 5 275 

31.1 25.5 35.5 34 3 



%> MEAN * 
LIMIT LIPID 



0.0 
0.0 
0.0 
0.0 



0.0 
0.0 
0.0 
0.0 



jr-uL.Luu.'iUxT: t-Ci) 






20 GO 



uM'lHi.lw L-l^ifrifel Li?' r i 'it. Li vIHOm: Liu 

U£,*UU« c*M..ii-^d b#y 

lA'1/l^:-^: * 55;.. A '0( ;/i 
\ t/» 'a ; ] '- 1 ( 

1-tL I'i. hi ~ 



Suul'Ct. : I ^'L 



b i- y C I L b 



«, Els 



It, 



/■H ] 



(C. ) 



;cr ) %>- ' km ? 

I'ftB II' I'i LlflL 






1 1 



Til 



2 i >; 



1.*" 



. <*. 


; r 3^ 


o f 


n.p 


K '.. * * 




E.' v - 




1 4 ') f! 


r. . f. 




« u . '"•■ 


IS' 3 


r . i* 


n * 



'iii i'C v I h ir'i i \ '-.r 'j ,.K i.i'Vi i'..>: 



i u*3 



i C LL-o'i ft» i : - 1 t««H X 



.1 i-.obL 



100 



i f. 



'x 1 -.,, ■., Sr' 1 if s i ro;.. ■*! v 



SOU! CV-: ' £?■■■ 



■ ti,CIUi 



fc S i\ 



( i-tv 



P I ;•■ 



i.-/' 



(C; ) : %:* (o- ) ?> m. Ai; i 

i,. : «\x ;%^h Lr : 11 LIPIL 



• r LuJ.Yt, 






4C. 

e r. 



:r « 



F35 0-0 0.£ 

1S0 0. ?- 3 
32H ( ! .G R« 9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


CROSSWISE LAKE 

BUCKE 

TIMISKAMING 












LAT/LONG: 


4724/7939 


REGION: NE 


TISSUE: MUS 




YEAR: 


1975 


SOURCE: MOE 


LIMIT: 


2000 


PPB 


SEX: - 








SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT.(GM) 


% > MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


S.M. BASS 


4 


35 


20 40 


29.2 27.8 31.5 


350 


0.0 0.0 


PIKE 


2 


10 


ND 20 


39.0 37.9 40.0 


475 


0.0 0.0 


W. SUCKER 


5 


16 


ND 40 


33.5 32.5 34.5 


50 


0.0 0.0 



I'm i i Gu 'I i-,'J i % y'Co 









i..'-.-.Ci /"] c ■ V 



i t 



L, i ' t f i . I i v I i ■ t ' 



Lv-C * I 1! i S H. [■!"■■" | '« l.'-U 

i- 1 ;.• j. i- K 1 l i 4'** 5 !. ,/C -i 

L-.-'l/EU'" I l^tJ%of'l% 
1-1. 



«•. u l ' u : 






i / u 



( 1:1-, 



lr 



(CO 



." 1 »"' ■ 



J' J '.I MfIL 



LLiAt 



1 l! 



11 



t-,j 



uL 



I. S « 1 


^3?." 


4.k,» 


3~ » " 


z ■. . 3 


<a ~i„ t 


N - '■ 


5,*A„fi 


c ;£ 1 



31 3 



«*iH 



t- 3 

n 0.4 



i^l.Lu'lAE'ls: i.ll.b). 



TISSUE :. MUSCLE 
LIMT: 1GC htt, 



uiv'i/M jlc Mi JtLt.i ci- 'titi j, : >vi ro-.-r i:i-j r i 

i./ibtl/w Ltii SLivICi.S l,t A.jCb 

L L C A 1 1 U » I L L. L LA fe S L 5 , 1 i , 

'1UI iitiili- ! bjU*.I i" 

LlE'lKIC'i ; r#MS ScUlml 

LA'r/LCut's 4 55 6/ F 113 

VLAP: IS 76 
S EX : ~ 



SUUhCE: i»XE 



(D -C J J *.- X D &*■ 



Soi-'o BASS 
WALLEYE 

ir-iKE 



h 



11 



MIKEX 


( 


PPB) 


LENGTH (Cf-i) 


wt, (Gy) 


%> MEAN 1 


&&ASJ 


MN 


f*'AX 


MEAN MIN MAX 


H£JUN 


LIMIT LIPID 


ND 


ND 


KD 


29.7 22„? 42,0 


313 


0,0 0.4 


WU 


hi 


£* L" 


35. ; 2S.5 4 3. 


336 


CO 0,3 


Hb 


6»y 


tvjj 


54 „ t'. M.0 9f»0 


8 50 


0,0 C4 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ELLIOT LAKE 

TOWNSHIP: 149+155 

DISTRICT: ALGOMA 

LAT/LONG: 4623/8242 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) VT.(GM) %> MEAN jS 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



490 



100 1200 45.2 27.6 66.6 1454 0.0 8.4 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ELLIOT LAKE 

TOWNSHIP: 149+155 

DISTRICT: ALGOMA 

LAT/LONG: 4623/8242 

YEAR : 1 976 
SEX: - 



SPECIES 



N MIREX 
MEAN 



SOURCE: MOE 



( PPB) 

MIN MAX 



LENGTH (CM) WT.(GM) 



MEAN c /o 



MEAN MIN MAX 



MEAN LIMIT LIPID 



L. TROUT 



ND 



ND 



ND 



45.2 27.6 66.6 1454 0.0 



8.4 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCATION: 


HOGAN LAKE 






TOWNSHIP: 


FRESWICK 






DISTRICT: 


NIPISSING 






LAT/LONG: 


4552/7830 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


{ PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN M 



SOURCE: MOE 



(CM) WT.(GM) 
MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT * 17 10 ND 30 31.1 12.5 42.5 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



528 



0.0 



2. 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
S. TROUT 



<6 

A 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



ft 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 


LOCATION: 


HOGAN LAKE 






TOWNSHIP: 


FRESWICK 






DISTRICT: 


NIPISSING 






LAT/LONG: 


4552/7830 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 100 


PPB 


SEX: - 




SPECIES N 


MI REX 


( PPB) 


LENGTH 




MEAN 


MI N MAX 


MEAN M 



SOURCE: MOE 



(CM) WT. (GM) 

MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT 



17 



ND 



ND 



ND 



31.1 12. 5 42. 5 



528 



0.0 



2.0 



m 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HORWOOD LAKE 

TOWNSHIP: HORWOOD 

DISTRICT: SUDBURY 

LAT/LONG: 4800/8220 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



( PPB) LENGTH (CM) WT. (GM) %> MEAN % 
MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 6 16 ND 30 45.4 42.5 50.5 1504 0.0 1.4 

WHITEFISH 6 13 ND 40 4 5.5 41.0 49.0 1612 0.0 1.7 

PIKE 3 10 ND 30 50.5 47.5 53.5 990 0.0 0.3 

CISCO 3 20 ND 40 27.7 22.5 34,0 357 0.0 2.3 

WALLEYE 6 15 ND 33 54.3 46.0 58.5 2019 0.0 0.8 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HORWOOD LAKE 

TOWNSHIP: HORWOOD 

DISTRICT: SUDBURY 

LAT/LONG: 4800/8220 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 






MEAN 


MIN 


MAX 


W, SUCKER 


6 


ND 


ND 


ND 


WHITEFISH 


6 


ND 


ND 


ND 


PIKE 


3 


ND 


ND 


ND 


CISCO 


3 


ND 


ND 


ND 


WALLEYE 


6 


ND 


ND 


ND 



LENGTH (CM) WT. (GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



45.4 42.5 50.5 1504 0.0 1.4 

45.5 41.0 49.0 1612 0.0 1.7 
50. 5 47. 5 53.5 990 0.0 0.3 
27.7 22.5 34.0 357 0.0 2.3 
54.3 46.0 58.5 2019 0.0 0.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HOWARD LAKE 

TOWNSHIP: ARNOLD 

DISTRICT: TIMISKAMING 

LAT/LONG: 4814/7949 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



PIKE 
WALLEYE 



10 


ND 


ND 


ND 


53.5 42. 72.0 


1070 


0. 


0.8 


5 


ND 


ND 


ND 


38.0 32.0 51.5 


550 


0.0 


0.3 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HOWARD LAKE 

TOWNSHIP: ARNOLD 

DISTRICT: TIMISKAMING 

LAT/LONG: 4814/7949 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 


10 


ND 


ND 


ND 


WALLEYE 


5 


ND 


ND 


ND 



53.5 42. 72. 1070 0. 0.8 
38.0 32.0 51.5 550 0.0 0.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



WALLEYE 
PIKE 



N 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 





LOCATION: 


KENOGAMI LAKE 








TOWNSHIP: 


GRENFELL 








DISTRICT: 


TIMISKAMING 








LAT/LONG: 


4806/8014 REGION: 


NE 




YEAR: 


1976 SOURCE: 


MOE 


PPB 


SEX: - 








PCB 


(PPB) 


LENGTH (CM) WT.(GM) 


% > 


MEAN % 


MEAN 


MIN MAX 


MEAN MIN MAX MEAN 


LIMIT LIPID 


ND 


ND ND 


37.8 31. 5 45.5 510 


0. 


0.8 


ND 


ND ND 


45.7 39.6 57.0 700 


0. 


0.5 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KENOGAMI LAKE 

TOWNSHIP: GRENFELL 

DISTRICT: TIMISKAMING 

LAT/LONG: 4806/8 014 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


MI REX 


(PPB) 


LENGTH (CM) WT 


• (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


WALLEYE 


10 


ND 


ND 


ND 


37.8 31.5 45.5 


510 


0. 


0.8 


PIKE 


5 


ND 


ND 


ND 


45.7 39.6 57.0 


70 


0.0 


0. 5 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KERNICK LAKE 

TOWNSHIP: ARMOUR 

DISTRICT: PARRY SOUND 

LAT/LONG: 4537/7921 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENCTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



5.11. BASS 


8 


m 


NO 


ND 


22.5 17. 1 34. 3 


2019 


0. 


0.7 


Y. PERCH 


9 


ND 


NO 


ND 


23. & 18.1 31.0 


1594 


0.0 


0.5 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 10 PPB 



ONTARIO MINISTRY OP THE ENV IRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KERNICK LAKE 

TOWNSHIP: ARMOUR 

DISTRICT: PARRY SOUND 

LAT/LONG: 4 53 7/7921 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



H MIREX [9*10 

MEAN 'Aid MAX 



LENCTH (CM) tVT'.(GM) % > MEAN % 

iEAri MIN MAX flEAN LIMIT LIPID 



S.M. BASS 


8 


■ar-JEJ 


wD 


ND 


22. 5 17. 1 34. 3 


2019 


0. 


0. 7 


Y. PERCH 


q 


ND 


ND 


iMD 


2 3 . S 18.1 3 1 . li 


15 94 


0.0 


0. 5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LAKE 



POLLUTANT: PCB 




LOCATION: 


KIOSHKOKWI 






TOWNSHIP: 


PENTLAND 






DISTRICT: 


NIPISSING 






LAT/LONG: 


460 5/78 53 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


( PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN M 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WHITEFISH 



88 



30 



300 



40.7 35.5 45.5 



98 8 0.0 



4.5 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KIOSHKOKWI LAKE 

TOWNSHIP: PENTLAND 

DISTRICT: NIPISSING 

LAT/LONG: 460 5/78 53 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WHITEFISH 



ND 



ND 



ND 



40.7 35.5 45.5 



98 8 0.0 4.5 



ONTARIO MINISTRY OP TEE ENVIRONMENT 
L AlS K ATS R Y : 3 C EV I C L 3 E RAW C f J 

PARAMETER: PCS LuCATIGn: LAPS I R LAKE 

TOWNSHIP: SI EEC P 

DISTRICT: wIPISSINC 

LAT/LOwC: 4 550/7335 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 20CO Pl j E SEX: - 

Si-ECIES U RCU (PPL) LLJCHii (Cr;) ,T.(C.i) I > MEAN % 

,-iEAiV ;Uk MAX M&'A.sl MIN MAX MEAN LIMIT LIPID 

L. TROUT * 11 68 10 175 57.5 40.0 70.0 2023 0.0 2.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE ;;ANCT : (IimCEES) 
SPECIES <b 6-8 8-1C 10-12 12-14 l*-lfl 1S-22 22-25 26-30 >30 



I A 



L. TkOU'i 



A PCS CGNCLMM-lMvA'ilMN < 2 00 rpM 

ls PCS CUt4CEti'i'K/vf£UH > 2 t»U(i) PK 

PCS DATA .mOT AVAILABLE FOi; TSIS SL%£ 



- - OVfAKIU MINISTRY St TrJF, ENVIRONMENT - - 

LA.80.K ATO R Y S E RV I CE S B RAN CH 

PARAMETER : ITREX LOCATI ON : LAP «J I % LA K€ 

TOWNSHIP: BISSUP 

DISTRICT: NlPlSSlNC 

LAT/LONC: 4550/7335 REGION: NE 

TISSUE: fctiSCLti YEAR: 1976 SOURCE: MOE 

LIMI1: 10U PRE SEX: - 

SPECIES N MiPfiX (PPb) LFnC'J'E (CM) ivT.(GM) % > MEAN % 

MEAN MIN 'MAX MM MlN MAX MEAN LIMIT LIPID 

L. TROUT 11 stt3 NO »fi 57.5 40.0 70.0 2023 0.0 2.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PGJ 



TISSUE: MUSCLE 
LIMIT: 200U 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LARDER LAKE 
MCGARY 
TIMISKAMING 
4805/7938 
19 76 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PC6 (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



L. TROUT * 10 232 10 680 51.7 32,0 74.0 1351 0.0 4.0 

HHITEFISH 10 25 ND 30 37.8 29.5 44.0 526 0.0 0.7 

PIKE 10 ND ND ND 52.2 41.0 68.0 1111 0.0 0.2 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT ---AAAAAAA 



A PCB 
B PCb 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LARDER LAKE 

TOWNSHIP: MCGARY 

DISTRICT: TIMISKAMING 

LAT/LONG: 4 805/7938 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


MI REX 


(PPB) 






MEAN 


MIN 


MAX 


L. TROUT 


10 


ND 


ND 


ND 


WHITEFISH 


10 


ND 


ND 


ND 


PIKE 


10 


ND 


ND 


ND 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



51. 7 32. 74.0 1351 0.0 4.0 

37. 8 29. 5 44.0 526 0. 0. 7 
52.2 41.0 68.0 1111 0.0 0.2 



PCLLU'iAN'l: FCb 



Xl&gO&S MUSCLE 
LIMIT: 20 OC 



U TA f II U 1 S I N I £1 R Y kf T h E h&J V I Ku M f t U 1 

LAbGFAlCRY SERVICES kifiAriCB 

LGCA'ilUv: t-iAC^E'iEt Ab RIVES 

TGUNSiili-: CHAPMAN 

blSlHC'i: t-AREY SUU'jL 

LA1/LOl\C: 4 536/7 93 B 

YEAR: 197 7 
PPb b'EX: - 



SOURCE: MGE 



SPECIEb 



N PCE 
mean 



( PPb) 
KIN i-ax 



lcncjh (cm) i»t« Kr) 

h'CAfii 1.1 N r-AX MEAN 



|> MEAN | 
LIMIT LIPIL 



VnALEEYE 



Nb 



EE 



6C.1 52.6 74.5 



2067 



0.0 



0. 7 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



OW1APIO MINISTRY OE THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MAGNETEWAN RIVER 

TOWN SHIP: CHAPMAN 

DISTRICT: PARRY SOUND 

LAT/LONG: 4538/7936 

YEAR: 1977 
SEX: - 



SOURCE: MCE 



SPECIES 



MIREX 
MEAN 



( PPb) 
KIN MAX 



LENGTH (Oj) hT. (GM) 

MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WAbbBYE 



NU 



Nb 



KU 



60.1 52.6 74.5 



2067 



0.0 



0. 7 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



MANITOU LAKE 
CAMPBELL 
MANITOULIN 
4 54 5/8 200 
1975 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



265 



80 



50 



66.1 63. 5 68.6 



2752 



0.0 



0.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCARTHY LAKE 

TOWNSHIP: PROCTOR 

DISTRICT: ALGOMA 

LAT/LONG: 4619/8228 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB { PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 
L. TROUT 



2 75 25 125 59.5 53.2 6 5.8 2525 0.0 2.5 
1 65 39.8 - - 550 0.0 0.8 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MI REX 


LOCATION: 


MCCARTHY LAKE 










TOWNSHIP: 


PROCTOR 


■ 








DISTRICT: 


ALGOMA 










LAT/LONG: 


4619/8228 




TISSUE: MUSCLE 




YEAR: 


1976 


SOURCE: MOE 


LIMIT: 


100 


PPB 


SEX: - 






SPECIES 


N 


MIREX 


{ PPB) 


LENGTH (CM) 


WT. (GM) %> MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


WALLEYE 


2 


ND 


ND ND 


59.5 53.2 65.8 


2525 0.0 2.5 


L. TROUT 


1 


ND 


~ 


39.8 - 


550 0.0 0.8 



POLLUTANT: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: MOOSE RIVER 



PPB 



TOWNSHIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 



CAN FIELD 
COCHRANE 
5048/8117 
1976 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



CISCO 7 31 ND 55 26.5 17.3 37.5 207 0.0 2.9 

WHITEFISH 1 ND 26.5 - - 240 0.0 4.2 

PIKE 1 ND 24.5 - - 100 0.0 3.5 

WALLEYE 1 ND 16.6 - 50 0.0 0.7 



POLLUTANT: MI REX 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: MOOSE RIVER 











TOWNSHIP: 


CANFIELD 












DISTRICT: 


COCHRANE 












LAT/LONG: 


5048/8117 




TISSUE: MUS 






YEAR: 


1976 


SOURCE: MOE 


LIMIT: 


100 




PPB 


SEX: - 






SPECIES 


N 


1 


MIREX 


( PPB) 


LENGTH (CM) 


WT. (GM) %> MEAN % 








MEAN 


MI N MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


CISCO 




7 


ND 


ND ND 


26.5 17.3 37.5 


207 0.0 2.9 


WHITEFISH 




1 


ND 


- - 


26.5 - 


240 0.0 4.2 


PIKE 




1 


ND 


- 


24.5 - 


100 0.0 3.5 


WALLEYE 




1 


ND 


- - 


16.6 - 


50 0.0 0.7 



POLLUTANT: PCB 



TISSUE: 1 


1USCLE 




YEAR: 


LIMIT: 


2000 


PPB 


&D £» Ai S "™ 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MISSISSA&I RIVER 
TOWNSHIP: 
DISTRICT: ALGOMA 
LAT/LONG: 4§10/8301 
1976 



SOURCE: MOE 



LENGTH (CM) WT. (GM) %> MEAN * 

MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 



85 



8 



90 



32.4 27.0 37.8 



3 94 



0.0 



0.8 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

• LABORATORY SERVICES BRANCH 

LOCATION: MISSISSAUGA RIVER 

TOWNSHIP: HARVEY 

DISTRICT: PETERBOROUGH 

LAT/LONG: 44 33/78 20 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 



NO 



ND 



ND 



32.4 27.0 37.8 



3 94 



0.0 



0.8 



PARAMETER: PCB 



TISSUE: MUSCLE 




YEAR 


■ 
I 


LIMIT: 


2000 


PPB 


SEX: 


*■ 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


C. CATFISH 


2 


50 


25 


75 


S.M. BASS 


4 


25 


NO 


50 


PIKE 


4 


ND 


ND 


ND 


WALLEYE 


5 


14 


ND 


70 


W. BASS 


2 


5 


ND 


10 


Y. PERCH 


2 


ND 


ND 


ND 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE NI PISSING 
TOWNSHIP: - 
DISTRICT: NIPISSING 
LAT/LONG: 4617/8 00 
1976 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



30. 5 30. 5 30. 5 

33.1 29.0 38.5 
49.0 47.5 53. 5 

39.2 37. 42. 5 
30.0 30.0 30.0 
37.5 37.5 37.5 



% > MEAN % 
LIMIT LIPID 



425 


0.0 


1.7 


613 


0.0 


1.0 


625 


0.0 


0.2 


690 


0.0 


0. 3 


375 


0. 


1.5 


213 


0. 


0.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LAKE NIPISSING 

TOWNSHIP: - 

DISTRICT: NIPISSING 

LAT/LONG: 4617/8 000 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



C. CATFISH 


2 


ND 


ND 


ND 


30.5 


30. 5 


30. 5 


425 


0.0 


1.7 


S.M. BASS 


4 


ND 


ND 


ND 


33.1 


29. 


38.5 


613 


0.0 


1.0 


PIKE 


4 


ND 


ND 


ND 


49.0 


47. 5 


53.5 


625 


0. 


0.2 


WALLEYE 


5 


ND 


ND 


ND 


39.2 


37.0 


42.5 


690 


0.0 


0. 3 


W. BASS 


2 


ND 


ND 


ND 


30. 


30. 


30. 


375 


0. 


1.5 


Y. PERCH 


2 


ND 


ND 


ND 


37.5 


37.5 


37.5 


213 


0.0 


0.1 



0M*f , JUft T n MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE NIPISSING 

TOWNSHIP: 

DISTRICT: PARRY SOUND 

LAT/LONG: 4617/8000 

TISSUE: WHOLE FISB YEAR: 197 7 

LIMIT: 2000 PPB SEX: - 



POLLUTANT: PCS 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 
MEAN MIN MAX 



LENGTH (IN) WT.(LB) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH * 30 24 ND 125 3=3 3.0 3.5 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



0.0 2.9 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
Y. PERCH 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
B 



PCB 
PCB 
PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: WHOLE FISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE NIPISSING 

TOWNSHIP: NIPISSING 

DISTRICT: PARRY SOUND 

LAT/LONG: 4617/8000 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N 



MI REX 

MEAN 



( PPB) 

MIN MAX 



LENGTH (IN) WT.(LB) 

MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



Y. PERCH 



30 



ND 



ND 



ND 



3.3 3.0 3.5 



0.0 



2.9 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: RED ROCK LAKE 

TOWNSHIP: WHITMAN 

DISTRICT: ALGOMA 

LAT/LONG: 4620/8 319 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT. (GM) %> MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 



18 



10 



25 



46.5 36.7 56.3 



1050 



0.0 



0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 





LOCATION: 


RED ROCK LAKE 




TOWNSHIP: 


WHI TMAN 




DISTRICT: 


ALGOMA 




LAT/LONG: 


4620/8319 




YEAR: 


1976 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH ( 


MEAN 


MIN MAX 


MEAN MIN 



SOURCE: MOE 



(CM) WT. (GM) %> MEAN % 
MAX MEAN LIMIT LIPID 



WALLEYE 



ND 



ND 



ND 



46.5 36.7 56.3 



1050 



0.0 



0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: ROUND LAKE 

TOWNSHIP: OTTO 

DISTRICT: TIMISKAMING 

LAT/LONG: 4801/8002 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MO E 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WALLEYE * 10 67 10 150 51.6 41.3 6 4,0 1440 0.0 0.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

WALLEYE __---AAAA- 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPls 

- PCS DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT _ __ 

LABORATORY SERVICES BRANCH 

PARAMETER: MI REX LOCATION: ROUND LAKE 

TOWNSHIP: OTTO 

DISTRICT: TIMISKAMINC 

LAT/LONG: 4801/8002 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 10b PPB SEX: - 

SPECIES N MIREX (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WALLEYE 10 WD ND ND 51.6 41.3 6 4.0 14 40 0.0 0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SASACINACA 

COLEMAN 

TIMISKAMING 

4724/7942 

1976 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 

L. TROUT 

CISCO 



3 
3 
6 



30 

47 

109 



ND 
ND 
ND 



90 
100 
4 70 



43.2 
56.5 
25.3 



37.0 
50. 
19.5 



52.0 
60.0 
37.0 



518 

1655 

2 73 



0. 
0.0 
0.0 



0.2 
2.0 
4.3 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SASAGINAGA 

TOWNSHIP: COLEMAN 

DISTRICT: TIMISKAMING 

LAT/LONG: 4724/7942 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MI RE X ( P PB ) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 


3 


ND 


ND 


ND 


43.2 


37. 


52.0 


518 


0.0 


0.2 


L. TROUT 


3 


ND 


ND 


ND 


56.5 


50. 


60.0 


1655 


0. 


2.0 


CISCO 


6 


ND 


ND 


ND 


25.3 


19.5 


37.0 


273 


0.0 


4.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SESEKINIKA LAKE 

TOWNSHIP: GRENFELL 

DISTRICT: TIMISKAMING 

LAT/LONG: 4811/8 014 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



WALLEYE 
PIKE 



N PCB (PPB) 

MEAN MIN MAX 



ND 
ND 



ND 
ND 



ND 
ND 



LENGTH (CM) 
MEAN MIN MAX 



37.6 31.6 45.0 
47.3 38.0 58.0 



GM) 


% > 


MEAN % 


AN 


LIMIT 


LIPID 


470 


0. 


0.3 


994 


0.0 


0.3 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SESEKINIKA LAKE 

TOWNSHIP: GRENFELL 

DISTRICT: TIMISKAMING 

LAT/LONG: 4811/8 014 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 


10 


ND 


ND 


ND 


PIKE 


9 


ND 


ND 


ND 



37.6 31.6 45.0 470 0.0 0.3 

47.3 38.0 58.0 994 0.0 0.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SKELETON LAKE 
TOWNSHIP: MULLIGAN 
DISTRICT: TIMISKAMING 
LAT/LONG: 4742/7939 
YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) $ > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 


9 


ND 


ND 


ND 


39.9 28.6 62.5 


667 


0.0 


0.2 


PIKE 


3 


ND 


ND 


ND 


50.9 47.7 53.6 


600 


0.0 


0.1 



PARAMETER: MIREX 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SKELETON LAKE 
TOWNSHIP: MULLIGAN 
DISTRICT: TIMISKAMING 



TISSUE: 
LIMIT: 


MUSCLE 
100 PPB 


LAT/LONG: 
YEAR: 

SEX: - 


4742/7939 REGION: NE 
1976 SOURCE: MOE 


SPECIES 




N MIREX 
MEAN 


(PPB) 

MIN MAX 


LENGTH (CM) WT.(GM) fo > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 


WALLEYE 
PIKE 




9 ND 
3 ND 


ND ND 
ND ND 


39.9 28.6 62.5 667 0.0 0.2 
50.9 47.7 53.6 600 0.0 0.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



SMOKE LAKE 

PECK 

NIPISSING 

4531/7841 

1976 



SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



MIN 



PPB) LENGTH (CM) WT.(GM) 
MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SAUGER 10 ND ND ND 

S.M. BASS 11 ND ND ND 

WHITEFISH 10 54 ND 215 

L. TROUT 9 138 ND 495 



56.2 41.0 69.0 1345 0.0 0.4 
25.6 21.0 31.0 302 0.0 0.6 

31.3 28.0 39.3 245 0.0 1.0 
45.1 3.4 70.0 1213 0.0 97.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MI REX 


LOCATION: 


SMOKE LAKE 










TOWNSHIP: 


PECK 










DISTRICT: 


NIPISSING 










LAT/LONG: 


4531/7841 




TISSUE: MUSCLE 




YEAR 




1976 


SOURCE: MOE 


LIMIT: 


100 


PPB 


SEX: 


** 1 






SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) *> MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


SAUGER 


9 


ND 


ND 


ND 


55.8 41.0 69.0 


1322 0.0 0.5 


S.M. BASS 


10 


ND 


ND 


ND 


25. 9 21.0 31.0 


313 0.0 0.6 


WHITEFISH 


10 


ND 


ND 


ND 


31. 3 28.0 39.3 


245 0.0 1.0 


L. TROUT 


9 


ND 


ND 


ND 


45.1 3.4 70.0 


1213 0.0 97.1 



7 



PARAMETER: PCB 



TISSUE: MUSCLE 



REGION: NE 
SOURCE: MOE 



LIMIT: 

SPECIES 


2000 

N 


PPB 
PCB 

MEAN 


SEX: - 
(PPB) 

MIN MAX 


WALLEYE 
WHITEFISH 
I. TROUT 
BURBOT 
CISCO 
S.M. BASS 


23 
6 

10 

5 

2 


64 
74 
194 
4 
99 
70 


ND 500 
ND 235 
15 420 
ND 20 
20 220 
60 80 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: TALON LAKE 
TOWNSHIP: MATTAWAR 
DISTRICT: NIPISSING 
LAT/LONG: 4618/7905 
YEAR : 1 975 

LENGTH (CM) WT. (GM) j6 > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



46.8 38.0 64.0 1359 0.0 0.6 

45.7 40.0 52.0 1292 0.0 0.8 

49.2 32.2 62.0 1795 0.0 2.0 
55.7 47.0 67.0 1370 0.0 0.1 
29.7 26.6 31.0 340 0.0 0.3 

29.3 28.0 30.5 500 0.0 4.7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


PCB 




LOCATION: 


LAKE TEMAGAMI 














TOWNSHIP: 


COBALT 


















DISTRICT: 


NIPISSING 
















LAT/LONG: 


4700/8005 




REGION: 


NE 


TISSUE: MUSCLE 




YEAR: 




1976 






SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: 


mm 














SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) Wl 


'. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT LIPID 


WALLEYE 


7 


52 


ND 


315 


43.9 


24.0 


56.2 


959 


0.0 


0.2 


WHITEFISH 


11 


82 


20 


210 


41. 3 


27.5 


53.0 


585 


0.0 


0.9 


CISCO 


9 


30 


ND 


80 


23.5 


19.0 


30.0 


73 


0.0 


1.5 


L. TROUT 


5 


66 


35 


170 


44.1 


36.0 


54.0 


604 


0.0 


1.7 


BURBOT 


4 


9 


ND 


20 


39.9 


32.5 


4 5.5 


32 5 


0. 


0.1 


PIKE 


4 


6 


ND 


25 


43.1 


32.0 


70. 


6 26 


0.0 


0.2 


S.M. BASS 


3 


10 


ND 


20 


31.3 


28.0 


35. 


317 


0.0 


0.5 


W. SUCKER 


2 


ND 


ND 


ND 


41.6 


38.0 


45.2 


775 


0.0 


0.4 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


MI REX 




LOCATION: 


LAKE TEMAGAMI 














TOWNSHIP: 


COBALT 


















DISTRICT: 


NIPISSING 
















LAT/LONG: 


4700/8005 




REGION: 


NE 


TISSUE: MUSCLE 




YEAR: 


I 


1976 






SOURCE: 


MOE 


LIMIT: 


100 PPB 


SEX: 


— 














SPECIES 


N 


MI REX 


(PPB) 


LENGTH (CM) W1 


'.(GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT LIPID 


WALLEYE 


7 


ND 


ND 


ND 


43.9 


24.0 


56.2 


959 


0.0 


0.2 


WHITEFISH 


11 


ND 


ND 


ND 


41. 3 


27. 5 


53.0 


58 5 


0. 


0.9 


CISCO 


9 


ND 


ND 


ND 


23.5 


19. 


30.0 


73 


0.0 


1.5 


L. TROUT 


5 


ND 


ND 


ND 


44.1 


36.0 


54.0 


6 04 


0.0 


1.7 


BURBOT 


4 


ND 


ND 


ND 


39.9 


32.5 


45.5 


325 


0.0 


0.1 


PIKE 


4 


ND 


ND 


ND 


43.1 


32. 


70. 


626 


0.0 


0.2 


S.M. BASS 


3 


ND 


ND 


ND 


31. 3 


28.0 


35.0 


317 


0.0 


0.5 


W. SUCKER 


2 


ND 


ND 


ND 


41.6 


38.0 


45.2 


775 


0.0 


0.4 



PARAMETER: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


u 


PCB 


(PPB) 






MEAN 


MIN MAX 


S. TROUT 


11 


26 


ND 24 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: TROUT LAKE 
TOWNSHIP: PAXTON 
DISTRICT: PARRY SOUND 
LAT/LONG: 4548/7908 
1976 



REGION; 
SOURCE: 



NE 
MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



23.9 14.9 29.0 



151 



% > MEAN % 
LIMIT LIPID 



0.0 



1.2 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: TROUT LAKE 

TOWNSHIP: PAXTON 

DISTRICT: PARRY SOUND 

LAT/LONG: 4548/7908 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S. TROUT 



11 



ND 



ND 



ND 



23.9 14.9 29.0 



151 



0.0 



1.2 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 




LOCATI ON : 
TOWNSHIP: 
DISTRICT: 


VICTORIA LAKE 

MORRISETTE 

TIMISKAMING 








LAT/LONG: 


4811/7953 


REGION: NE 


TISSUE: MUSCLE 




YEAR: 


1976 


SOURCE: MOE 


LIMIT: 2000 


PPB 


SEX: - 






SPECIES N 


PCB 


(PPB) 


LENGTH (CM) 


WT. (GM) % > ME 




MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN LIMIT L 



LIPID 



PIKE 



ND 



ND 



ND 



40.7 36.8 44.5 



300 0.0 



0.2 



PARAMETER: MI REX 



TISSUE: 
LIMIT: 



MUSCLE 

100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: VICTORIA LAKE 

TOWNSHIP: MORRISETTE 

DISTRICT: TIMISKAMING 

LAT/LONG: 4 811/7953 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 



ND 



ND 



ND 



40.7 36.8 44.5 



300 



0.0 



0.2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HATADEAG LAKE 

TOWNSHIP: NORDICA 

DISTRICT: TINISKAMING 

LAT/LONG: 4814/8033 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



L. TROUT 



15 



ND 



35 34.0 31.0 36.0 



70 



0.0 



1.9 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: V^TADEAG LAKE 

TOWNSHIP: NORDICA 

DISTRICT: TINISKAMING 

LAT/LONG: 4814/8033 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MI RE X ( P PB ) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



ND 



ND 



ND 



34.0 31.0 36.0 



70 



0.0 



1.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LOCATION: WEND I GO LAKE 

TOWNSHIP: BAYLY 

DISTRICT: TIMISKAMING 

LAT/LONG: 4752/794 3 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 


10 


ND 


ND 


ND 


PIKE 


8 


ND 


ND 


ND 



30.2 25.4 47.0 260 0.0 0.3 

43.8 36.8 59.7 550 0.0 0.2 



PARAMETER: MI REX 



TISSUE 

LIMIT: 



MUSCLE 

100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: WEND I GO LAKE 

TOWNSHIP: BAYLY 

DISTRICT: TIMISKAMING 

LAT/LONG: 4752/794 3 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 


10 


ND 


ND 


ND 


PIKE 


8 


ND 


ND 


ND 



30.2 25.4 47.0 260 0. 0.3 

43.8 36.8 59.7 550 0.0 0.2 



PCB/MIREX DATA SUMMARIES 
NORTHWESTERN REGION 




ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



BAOESDAWA LAKE 

BADESDAWA 

KENORA 

5145/8945 

1976 



SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



MIN 



PPB) LENGTH (CM) WT. (GM) 
MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



W. SUCKER 9 ND ND ND 

PIKE 8 ND ND ND 

R.H. SUCKER 8 ND ND ND 

WHITEFISH 6 ND ND ND 

WALLEYE 6 ND ND ND 



45.1 41.0 48.0 947 0.0 0.8 

44.6 27.5 55.0 685 0.0 0.6 

43.0 41.0 45.0 1008 0.0 1.0 

42.0 38.0 49.0 831 0.0 0.5 

44.8 43.5 47.0 78 4 0.0 0.5 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BADESDAKA LAKE 

TOWNSHIP: BADESDAWA 

DISTRICT: KENORA 

LAT/LONG: 514 5/894 5 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


W. SUCKER 


9 


ND 


ND 


ND 


45.1 41.0 48.0 


94 7 


0.0 


0.8 


PIKE 


8 


ND 


ND 


ND 


44.6 27.5 55.0 


685 


0.0 


0.6 


R.H. SUCKER 


8 


ND 


ND 


ND 


43.0 41.0 45.0 


10 08 


0.0 


1.0 


WHITEFISH 


6 


ND 


ND 


ND 


42.0 38.0 49.0 


831 


0.0 


0.5 


WALLEYE 


6 


ND 


ND 


ND 


44.8 43. 5 47.0 


784 


0.0 


0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: BADESDAWA LAKE 

TOWNSHIP: - 

DISTRICT: KENORA 

LAT/LONG: 514 5/8 94 5 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 

CISCO 

WALLEYE 



6 

8 
8 



ND 

4 

ND 



ND 
ND 
ND 



ND 
20 
ND 



48.0 
34.4 
45.4 



47.0 
29. 5 
39.0 



49.5 
44.5 

55.0 



597 
532 
868 



0.0 
0.0 
0.0 



0.1 
2.8 
0.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BADESDAWA LAKE 

TOWNSHIP: - 

DISTRICT: KENORA 

LAT/LONG: 514 5/8 94 5 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 

CISCO 

WALLEYE 



8 



ND 


ND 


ND 


ND 


ND 


ND 


ND 


ND 


ND 



48.0 47.0 49. 5 
34.4 29. 5 44.5 
45.4 39.0 55.0 



597 


0.0 


0.1 


532 


0. 


2.8 


868 


0.0 


0.6 



P^LLuTAMT: LCu 



'ilbSUL : Mb 


SCIM 




YLAh: 


LL-il'i : 


20 


p m 


SEX: - 


Si-LCI LS 


U 


kCM 


( FPL) 






f.'h/Uv 


J* 1 U i-'J >< 


v.ALEEYL 


10 


30 


NO 12C 


PIKE 


10 


IS 


si D 50 


l.iilTEt'lSE 


5 


41 


Nij lh 



Ui.'iAlIU Miil^li-Y t ,t 'tUt. l,KViKO^M,I.n 

LAS CI- 'ATGKY St.rvICbS Lip-%\Ch 

LGCA'lICM CLAY k.M'iL , 
i t*. i.i'j S iH I ir : f' t lA Dl» C3 
CTSIIICT: /.I.,.' j CT A 
L A'l /L 0;: (' : E*j 3/ <■"• "i 3 
IS' 76 



LLiKTh (u/>) 

; t:/U-i rlJ " AX 



SGoTCL: ('■' CL' 



5 3 . i & £'• .2 5 9.4 
7 2.4 5 9.8 C6.2 
4 7. 3 4 2.4 51.6 



V T . ( C* ) 


VIM 


154 6 


2492 



14 51 



1> f-»BAN k 
LIMT LIP IE 



O.O 0.5 

0.0 0.3 

0.0 l.H 



P^LLu'IAwT: 14 Ik EX 



llSSUb: Stt 


SCE 


E 




YEAR 


: 


Eli, It: 


ICC 




PPb 


SEX: 


~^ 


SPECIES 




I'M 


P 1 k m 


( 


P PB ) 








Hb>&h 


Mi\ 


PAX 


hAi.jt.E3fa 




10 


NG 


l\U 


hE 


him 




10 


LiD 


UD 


b'E 


WHITEi-ISii 




5 


UV 


hC 


tic 



C,-;'iAPiG PIPIETPY Ob TH1.: L f ;VI KOi! ElvT 

LAbOPMLPY SERVICES PPa,mCH 

LOCATION: CLAY LAKl 
IGVuSeIP: PLOVERS 
OI ST PICT: KB Cm OF A 
LA'i/LOjvC: 50 3/93 30 
1976 



SGOBCE: MCE 



LEInCTU £CH K'I.(GM) 

r-PAN P-:iu MAX PL Ah 



53.4 46.2 59.4 1548 

72.4 59.8 86.2 2492 
*7- 3 42.4 51.6 14 51 



LIMT LIPID 



0.0 0.5 

0.0 0.3 

0.0 1.8 



ONTARIO MINISTRY OF ThE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 200C 



PPB 



LOCATION: KAW1NOGANS RIVER 

TOWNSHIP: S. LOOKOUT 

DIS1RICT: KENORA 

LAT/LOnC: 513 9/895 5 

YLAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN I 
LIMIT LIPID 



WALLEYE * 19 3 NL 40 32.8 26.5 41.0 

R.H. SUCKER 9 NO ND ND 37.5 22.0 41.0 

W» SUCKER 3 ND ND nD 34.8 30.0 37.5 

WHITEFISh 1 ND 46.0 - 

PIKE 1 ND 46.0 - 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



326 
594 
512 
1155 
667 



0.0 
0.0 
0.0 
0.0 
0.0 



0.2 
0. 9 
0. 2 
0.4 
0. 1 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
WALLEYE 



<6 



6-8 8-10 



SIZE RANGE: (INCHES) 
10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
b PCB 
- PCb 



CONCENTRATION < 2 000 PPB 
CONCENTRATION > 2 000 FPL 
DATA imu'1 AVAILAbLt FOR ThIS SIZE 



POLLUTANT: Mi HEX 



TISSUE: MUSCLE 
LIMIT: 100 PFB 



ON'iAFlC MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KAMNOGANS RIVER 

TOWNSHIP: S. LOOKOUT 

UlS'lRICT: KENORA 

LAI /LONG: 513 9/8955 

VEAF. : 1976 
SEX: - 



SOURCE: MCC. 



SPECIES 



W MI REX 
MEAN 



( PPb) 
MIN MAX 



LENGTH (CM) KT.(GM) 

MEAN MIN MAX MEAN 



%■> ['FAN % 
LIMIT LIPID 



WALLEYE 
R.h.SUCKEF 

teiWftig 



19 
9 

I 



ND 
ND 

ND 
ND 



b,D 



ND 

ND 
ND 



ND 
ND 
ND 



32.8 26.5 41.0 

37. S 22.0 41.0 

m 3 -°*° 3 - 7 - 5 

46.0 - 



326 
594 



6fi7 



0.0 

0.0 



0. 2 
0. 9 



.88 8:9 U 



a - 



POLLUTANT: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: PICKLE LAKE 









TOWNSHIP: 


PONSFORD 








DISTRICT: 


KENORA 








LAT/LONG: 


5128/9015 


TISSUE: 


MUSCLE 




YEAR: 


1976 


LIMIT: 


2000 


PPB 


SEX: - 




SPECIES 


N 


PCB 


( PPB) 


LENGTH 






MEAN 


MI N MAX 


MEAN 



SOURCE: MOE 



(CM) WT. (GM) 
MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



PIKE 



ND 



ND 



ND 



50.8 48.5 53.0 



851 0.0 



0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 



N 





LOCATION: 


PICKLE LAKE 




TOWNSHIP: 


PONSFORD 




DISTRICT: 


KENORA 




LAT/LONG: 


5128/9015 




YEAR: 


1976 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN MI 



SOURCE: MOE 



(CM) WT. (GM) %> MEAN % 
MAX MEAN LIMIT LIPID 



PIKE 



ND 



ND 



ND 



50.8 48.5 53.0 



851 



0.0 0.6 



"T1 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SANTOY LAKE 

TOWNSHIP: 81 

DISTRICT: THUNDER BAY 

LAT/LONG: 48 52/8 6 53 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCb { PPb) DLNGTh (CM) KT. (CM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN « 
LIMT LIPID 



PIKE 



ND 



Nb 



ND 



80.8 77. 5 82.5 



3175 



0.0 



0.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: HI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 





LOCATION: 


SANTOY LAKE 




TOWNSHIP: 


81 




DISTRICT : 


THUNDER BAY 




LAT/LONG: 


48 52/8653 




YEAR: 


1977 


PPb 


SEX: - 




MIREX 


( PPb) 


LENGTH 


MEAN 


MI N MA X 


MEAN MI 



SOURCE: MOE 



(CM) VvT.(GM) 
1 MAX MEAN 



%> MEAN * 
LIMIT LIPID 



PIKE 



3 



ND 



ND 



ND 



80.8 77. 5 82.5 



3175 



0.0 



0. 3 



On '1 AliO PlNlSlffl Of TH* LNVIRONI-ENT 
LABORATORY SEPVICES BRANCH 

K/LLUTAn'I: PCb LOCATION: LAKE ST. JOSEPH 

TOfcNSHlP: SGULE'S BAY 

DISTRICT: KENORA 

LAT/LGNC: 510 5/90 35 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MCE 

LIMIT: 2U0 PPB SEX: - 



SPECIES 



ti« SUCKER 

WALLEYE 

CISCO 

PIKE 
ViilTEFiSh 



N PCB { i-ptj) LENGTH (CM) KT.(CT) ?> MEAN % 

MEAN KIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

9 ND «D ND 44.0 37.0 51.0 877 0.0 0.4 

X6 1 NU 10 34.3 26.0 43.0 376 0.0 0.3 

1 fcftj - - 29.5 - - 269 0.0 0.4 

5 NL) ND ND 50.5 43.0 58.0 799 0.0 0.3 

I M, - 32.5 - 334 0.0 0.5 



ONTARIO MNISTRX OF THE LHVI PONr Lul 

LABORATORY SERVICES BRANCH 

POLLUTANT: MI REX LOCATION: LAKL ST. JOSEPH 

lGV.NStllP: SGULE'S bAY 



TISSUE: MUSCLE 



DlSTflCT: KENORA 

LAT/LONG: 510 5/9035 

YEAR! 1976 SOURCE: MOE 



LIMIT: 100 PPi> SEX: - 

SPECILS N MIREX ( PPB) LENCTH (CM) fcT. (GM) !> MEAN | 

MEAN MIN MAX NEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 


9 


ND 


ND 


ND 


44.0 


37.0 


51. C 


877 


0.0 


0.4 


WALLEYE 


16 


m 


Kb 


ND 


34. 3 


26. C 


4 3.0 


3 76 


0.0 


0. 3 


CISCO 


1 


NU 


- 


- 


29.5 


- 


- 


269 


0.0 


0.4 


tIKE 


5 


ND 


ND 


ND 


50. 5 


43.0 


58.0 


799 


0.0 


0. 3 


liHlTEFIbh 


1 


NL 


- 


" 


32. 5 


- 


— 


3 34 


0.0 


0. 5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


YEAR: 
SEX: - 


SPECIES 




N 


PCB 

mm 


( PPB) 

MIN MX 


WALLEYE 
Y. PERCH 
PIKE 


* 
* 


27 
27 
27 


114 

82 

142 


38 430 
34 190 

30 490 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ST. MARY'S RIVER 
TOWNSHIP: JOCELYN 
DISTRICT: ALGOMA 
LAT/LONG: 4609/8402 
1977 



SOURCE: MOE 



LENGTH (CM) WT.(GM) fa> MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



42.7 32.0 51.0 799 
23.5 17.0 32.0 241 
63.9 47.0 76.5 1567 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 0.6 
0.0 1.0 
0.0 0.6 



SPECIES 

WALLEYE 
PIKE 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 

A 



A 

A 



A 
A 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT : 1 00 


PPB 


YEAR: 
SEX: - 


SPECIES 


N 


MIREX 
MEAN 


( PPB) 

MIN MAX 


WALLEYE 
Y. PERCH 
PIKE 


27 
27 
27 


ND 
ND 
ND 


ND TO 
ND TO 
ND ND 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ST. MARY'S RIVER 
TOWNSHIP: JOCELYN 
DISTRICT: ALGOMA 
LAT/LONG: 4609/8402 
1977 



SOURCE: MOE 



LENGTH (CM) WT.(GM) $> MEAN fo 

MEAN MIN MAX MEAN LIMIT LIPID 



42.7 32.0 51.0 799 0.0 0.6 
23.5 17.0 32.0 241 0.0 1 .0 
63.9 47.0 76.5 1567 0.0 0.6 



PCB AND MIREX .DATA SUMMARIES 



LAKE ONTARIO 



~< 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY 0? THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE 0NTARI0//1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: AH 
(ALBION HILL POND) 

SOURCE: HOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) V/T.(GM) «5 > MEAN # 

MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



28 



20 



40 24.0 23.0 26.0 



98 0.0 0.4 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 SUBLOC: AH 

TOWNSHIP: WATERFRONT (ALBION HILL POND) 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 SOURCE: MOE 

SEX: - 



SPECIES 



N MIREX (PPB) LENGTH (CM) V.'T.(GM) fo > MEAN £ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



ND 



ND 



ND 24.0 23.0 26.0 



98 0.0 0.4 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



PPB 



N PCB 



LOCATION: LAKE ONTARIO/* 1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: BP 
(Bluffers Point) 



SOURCE: MOE 



(PPB) 

MEAN MIN MAX 



LENGTH (CM) WE.(OM) $ > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



8 2213 1000 4700 39.3 30.0 50.0 



667 25.0 2.0 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT : 1 00 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP : WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: BP 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



MEAN fo 
LIMIT LIPID 



W. SUCKER 



8 



57 



25 105 39.3 30.0 50.0 



667 25.0 2.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



LOCATION: LAKE ONTARIO// 1 

TOWNSHIP : WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 



SUBLOC: DC 
(Duff ins Creek) 



TISSUE: MUSCLE 
LIMIT : 2000 


PPB 


YEAR: 
SEX: - 


1974 SOURCE: MOE 


SPECIES N 


PCB 

MEAN 


(PPB) 

min max 


length (cm) wt.(gm) 
mean min max mean 


# > MEAN £ 
LIMIT LIPID 


B. BULLHEAD 4 
W. SUCKER 2 


5063 
530 


1850 7500 
210 850 


29.0 26.0 32.0 400 
38.3 38.0 38.5 755 


75.0 2.0 
0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200C 



ONTARIO MINISTRY OE THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ONTARIO^ 

TOWNSHIP : L . ONTARIO 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1976 
PPB SEX: - 



SPECIES 



SUBLOC: EC 



REGION: C 
SOURCE: MOE 



N PCB (PPB) LENGTH (CM) ET.(GM) $ > MEAN jS 
MEAN MIN MAX MEAN MIN MAX MEM LIMIT LIPID 



'. PERCH 



7 1313 460 5290 22.1 19.4 26.2 149 14.3 2.4 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ONTARIO;" 1 
TOWNSHIP: I. ONTARIO 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1976 
SIX: - 



SU3L0C: DC 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIRE 



(PPB) 



LENGTH (CM) -.'T.(GM) £ > MEAN «' 



MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



17. PERCH 



62 



20 



270 22.1 19.4 26.2 



149 14.3 2.4 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



PPB 



SPECIES 



N PCB 



SUBLOC: EC 
(Etobicoke Creek) 

SOURCE: MOE 



(PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) # > MEAN £ 
MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 11 1873 190 5750 
W. BASS 2 3710 3250 4170 
Y. PERCH 10 4026 2750 7000 



33.0 23.0 40.0 
19.0 18.0 20.0 
24.5 23.0 25.5 



432 36.4 2.1 
111 100.0 3.1 
239 100.0 3.1 



PARAMETER: KIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: EC 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 


11 


31 


2 


67 


W. BASS 


2 


97 


75 


118 


Y. PERCH 


10 


52 


17 


117 



33.0 23.0 40.0 432 
19.0 18.0 20.0 111 
24.5 23.0 25.5 239 



0.0 2.1 
50.0 3.1 
20.0 3.1 



PARAMETER: PC.3 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE ONTARIO;/ 1 
TOV:NSHIP : EATERFEONT 
DISTRICT: YORK 
LAT/LONG: 4338/7S22 
YEAR: 1375 



SUBLOC: EP 
( East Point ) 



source: roe 

n pc3 (pp3) length (cm) vt.(g-e) r > mean /o 
mean ihn ear mean kin max mean luiit lipid 



B . BULK-LEAD 



15 1S63 40 675C 24.1 19.C 31 .0 210 40.0 5.4 



PARAMETER: K1E,-X 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO RINISTRY OR THE ENVIRONMENT 

LABORATORY SERVICE B-lARCR 

IOCAT ION : LAKE ONTARIO,,' 1 
TOENSHIP: EATEREEONT 
DISTRICT: YORK 
LAT/LONG- : 4338/7922 
YEAR: 1575 



SUBLOC: EP 



SOURCE: ROE 



SPECIES 



N MINER 

MEAN KIN 



MX. 



LENGTH (CM) RT.(GR) E > MEAN R 
MEAN IlIN IIAR MEAN LIMIT LIPID 



S. BULLHEAD 15 



50 



ID 



1C 2R1 1R0 31.0 210 6.7 3.4 



PARAMETER: PCR 



TISSUE: MUSCLE 
IDTIT: 2000 

SPECIES 



ONTARIO MINISTRY OF THE ESnTCROHMEira 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ONTARIO// 1 

TOVNSHIP: L.ONTARIO 

DISTRICT: YORK 

LAT/LONG: A338/7922 

YEAR: 1976 
PPB SEX: - 



SUBLOC: G 1 ..' 



REGION: C 

GOUECE: HOE 



N PCB (PPB) LENGTH (CM) VT.(GM) $ > MEAN <;' 
MEAN KIN MAX MEAN MIN MX MEAN LIMIT LIPID 



3. TROUT 



30 210 18.6 15.6 23.9 



64 



0.0 



2.1 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ONTARIO-;? 1 
TOV/NSHIP: L.ONTARIO 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1976 
SEX: - 



SUBLOC: GV. r 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
TEAM MIN MAX 



LENGTH (CM) YfT.(GM) $ > MEAN f' 
MEAN MIN MAX MEAN LIMIT LIPID 



B. TROUT 



ND 



ND 



18.6 15.6 23.9 



64 CO 



2.1 



ONTARIO MINISTRY OP THE ENVIRONMENT 



LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



N 



PP3 

PCB 

MEAN 



LOCATION: 
TOY/NSHIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 

(PPB) 

MIN MAX 



LAKE ONTARIO,; 1 

VATEKFRONT 

YORK 

4338/7922 

1974 



SUBLOC: HS 
(HEARN STATION) 

SOURCE: MOE 



LENGTH (CM) VT.(GH) 
MEAN MIN MAX I CAN 



£ > MEAN $S 
LIMIT LIPID 



W. SUCKER 2 

Y. PERCH 2 

W. PERCH 2 

R. BASS 2 

B. BULLHEAD 2 



3150 800 5500 

193 165 220 

2070 1 340 2800 

650 600 700 

700 400 1000 



33.8 29.0 38.5 3422 50.0 2.1 

21.8 21.5 22.0 155 0.0 1.4 

22.3 21.0 23.5 212 50.0 2.1 

22.0 22.0 22.0 240 0.0 2.0 

24.5 24.0 25.0 246 0.0 3.3 



ONTARIO MINISTRY OP THE ENVIRONMENT 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



SPECIES 



LABORATORY SERVICES BRANCH 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE 0NTARI0#1 

WATERPRONT 

YORK 

4338/7922 

1975 



SUBLOC: H 
(Hearn Generator) 

SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) j8 > MEAN ?£ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 2 
W. SUCKER 3 



1875 1750 2000 
1500 1050 1850 



25.0 24.0 26.0 218 50.0 2.2 
31.8 22.5 46.0 523 0.0 1.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: H 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) 1» > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 


2 


35 


25 


45 


25.0 24.0 26.0 


218 


0.0 


2.2 


¥. SUCKER 


3 


42 


30 


50 


31.8 22.5 46.0 


523 


0.0 


1.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKC b .O <ITAR1 U# 1 

TOKNSHIP: L.ONTARIO 

DISTRICT: YORK 

L AT /LONG: 4338/7922 

YEAR: 1976 
PPB SEX: - 



SUBLOC: HG 
(Hearn Generator) 

SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CARP 

W. PEPCH 



7 1401 30 3450 65.1 52.5 77.4 28.6 3.4 

7 2290 1450 3940 21.5 18.2 24.2 14 28.6 3.5 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.ONTARIC#l 

TOKNSHIP: L.ONTARIO 

DISTRICT: YORK 

L AT /LONG: 4338/7922 

YEAR: 1976 

SEX: - 



SUBLOC: I1C 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CARP 

fei, PERCH 



7 24 ND 125 65.1 52.5 77.4 14.3 3.4 
7 71 35 150 21.5 18.2 24.2 14 14.3 3.5 



PARAMETER: PCB 



TISSUE: IIUSCLS 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE 0NTARI0#1 
TOV/NSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG-: 4358/7922 
YEAR: 1974 
PPB SEX: - 



SUBLOC: HC 
(Highland Creek) 

SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) # > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



477 350 680 33.3 28.5 37.0 459 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



N PCB 



LOCATION: LAKE 0NTARI0#1 

TOWNSHIP : Y/ATERERONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1974 
SEX: - 



SUBLOC: HR 
(Humber River) 



SOURCE: MOE 



(PPB) 



LENGTH (CM) WT.(GM) 



MEAN JS 



MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 
W. SUCKER 



803 
963 



400 1500 
220 2200 



28.7 28.0 29.0 
31.5 23.0 36.0 



401 0.0 
459 25.0 



0.0 

0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERPRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



PPB 



N PCB 



SUBLOC: HR 
(Hmnber River) 

SOURCE: MOE 



(PPB) 



MEAN MIN MAX MEAN MIN MAX 



LENGTH (CM) WT.(GM) $ > MEAN 



MEAN LIMIT LIPID 



W. SUCKER 



15 1504 



ND 3150 35.5 28.0 44.0 



517 20.0 1.6 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERPRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: HR 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) $ > MEAN jS 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



15 



14 



ND 



65 



35.5 28.0 44.0 



517 0.0 



1.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES 3RANCH 



PPB 



N PCB 



LOCATION: LAKE ONTARIO;? 1 
TOWNSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: HM 
(HUMBER RIVER MOUTH) 

SOURCE: MOE 



(PPB) 

ICSAN MIN MAX 



LENGTH (CM) WT.(GM) fo > MEAN ?6 
MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 



2 1250 1200 1300 27.5 26.5 28.5 



298 0.0 1.6 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 SUBLOC: HM 
TOWNSHIP: WATERFRONT (HUMBER RIVER MOUTH) 



DISTRICT: YORK 
LAT/LONG-: 4338/7922 
YEAR: 1975 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 



38 



25 



50 27.5 26.5 28.5 



298 0.0 1.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LOCATION: LAKE ONTARIOil 

TOWNSHIP: L.ONTARIO 

DISTRICT: YORK 

L AT /LONG: 4338/7922 

YEAR: 1976 

SEX: - 



SOURCE: FOE 



SPECIES 



PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) KT. (GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



B. BULLHEAD 



41 



15 



75 



25.4 23.3 27. 5 



198 



0.0 



1. 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LAKE L.ONTARIO* 1 

TOWNSHIP: L.ONTARIO 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1976 
SEX: - 



SUBLOC: LG 



SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



B. BULLHEAD 



ND 



ND 



ND 



25.4 23.3 27. 5 



198 



0.0 



1. 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



N 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SEP.VICES BRANCH 



PPB 
PCB 



LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 433^/^22 

YEAR: 1975 
SEX: - 



STJBLOC: MR 



REGION: C 
SOURCE: MOE 



(PPB) LENGTH (CM) WT.(GM) %> MEAN # 

TON MAX MEAN MIN MAX MEAN LIMIT LIPID 



CARP 

Y, PERCH 



4 340 120 58° 
8 3856 235o 4^5° 



29.3 20.0 44.0 
23.9 20.0 28.0 



318 0.0 
196 100.0 



0.3 
1.4 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LA30RAT0RY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
PPB SEX: - 



SPECIES 



SUBLOC: RR 
(Rouge River) 

SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) $ > MEAN g 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 



2 2425 2350 2500 22.0 21.0 23.0 



160 100.0 1 .7 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARICbfl 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: RR 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) jS > MEAN ?S 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 



155 150 160 22.0 21.0 23.0 



160 100.0 1.7 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES 3RANCH 

PARAMETER: PCB LOCATION: LAKE ONTARIO?/ 1 SUBLOC: SC 

TOWNSHIP: WATERFRONT (SUNNYSIDE C.N.E.) 
DISTRICT: YORK 
LAT/LQNG: 4358/7922 

TISSUE: MUSCLE YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) £ > MEAN $ 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

W. SUCKER 5 3760 2000 6700 41.0 33.0 44.0 850 100.0 1.2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 1 

TOWNSHIP: ETOBICOKE 

DISTRICT: YORK 

LAT/LONG: 4338/7928 

YEAR: 19 7,6 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCS (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT * 10 1380 6 50 2550 15.8 13.9 19.2 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



22 30. '0 2.2 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

SMELT ABB------- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#l 

TOWNSHIP: ETOBICOKE 

DISTRICT: YORK 

LAT/LONG: 4338/7928 

YEAR: 19 76 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



10 



ND 



190 



15.8 13.9 19.2 



22 50.0 



2.2 



0K1AFI0 MINISTRY OF THE ENV IRONMEN.T 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCii 




LOCATION: 


ONT#] 






TOWNSHIP: 


TRAFALGAR 






DISTRICT: 


H ALTON 






LAT/LONG: 


4324/7943 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 200C 


PPB 


SEX: - 




SPECIES N 


PCb 


{ PPB.) 


LENGTH 




MEAN 


MIN MAX 


MEAN KIN 


CHINOOK 10 


9259 


3690 17900 


78. 6 73.0 



SOURCE: MOE 



(CM) fcT.(CM) 
MAX MEAN 



%> MEAN « 
LIMIT LIPID 



6610 100.0 



9.0 



POLLUTANT: MI REX 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


100 


PPB 


SEX: - 


SPECIES 


N 


MIREX 


( PPB.) 






MEAN 


MIN MAX 


CHINOOK 


10 


640 


210 1200 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BPCNTE/ONTU RIVER 
TOMJShIP: TRAFALGAR 
DISTRICT: HALTON 
LAT/LONG: 4 324/7943 
1976 



SOURCE: MOE 



LENGTH (CM) fcT.(GM) 

MEAN MIN MAX MEAN 



%> MEAN I 
LIMIT LIPID 



7 8. t 73.0 8 4.0 6610 100.0 



9. 



PARAMETER: PCB 



TISSUE: KUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0,f1 
TOYJNSHIP: CREDIT R. 
DISTRICT: PEEL 
LAT/LONG: 4333/7955 
YEAR: 1972 
PPB SEX: - 



SUBLOC: CR 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) V.'T.(GM) $ > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



5 10200 7800 13300 53.8 48.0 60.0 19U 100.0 7.9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP TIE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO// 1 

TOWNSHIP: CREDIT r. 

DISTRICT: PEEL 

LAT/LONG: 4333/7935 

YEAR: 1974 
PPB SEX: - 



SPECIES 



SUBLOC: CR 



SOURCE: MOE 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) V.'T.(GM) $ > MEAN /■> 
MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



7 8571 6000 10500 66.1 61.0 73.7 



100.0 0.0 



PARAMETER: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO?? 1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 



,SU3LOC: CR , 
(Credit River; 



TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


YEAR: 

SEX: - 


1975 SOURCE: HOE 


SPECIES 


N 


PCB 

MEAN 


(PPB) 

MIN MAX 


LENGTH (CM) V/T. (GM) 
MEAN MIN MAX MEAN 


f$ > MEAN $ 
LIMIT LIPID 


W. SUCKER 
L.M. BASS 


3 


88 
40 


30 130 

30 50 


31.8 27.5 33.5 268 
27.8 24.5 30.0 340 


0.0 0.6 
0.0 0.3 



PARAMETER: MIR EX 



TISSUE: MUSCLE 
LIMIT : 1 00 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO/? 1 
TOY/NSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: CR 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 



MEAN $ 



MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 4 4 3 5 
L.M. BASS 3 4 4 5 



31.8 27.5 33.5 268 0.0 0.6 
27.8 24.5 30.0 340 0.0 0.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF ^Tffi HHTXROHHEHT 
LABORATORY SERVICES BRANCH 

LOCATION: LAXE 0NTARIO#1 

TOWSHIP: CREDIT R. 

DISTRICT: PEEL 

LAT/LONG: 4333/^93 c 

YEAR: 19^5 
PPB SEX: - 



SPECIES 



PEG-ION: C 
SOURCE: MOE 



I PCB (PPB) LENGTH (CM) VfT.(GM) £ > MEAN g 
MEAN MIN MAX MEAN MIH MAX MEAN LIMIT LIPID 



COHO 



36 7104 2100 22?no 63.2 53-6 ^9.4 41 n 100.0 5.9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO#l 

TOWNSHIP: CREDIT R. 

DISTRICT: PEEL 

LAT/LONG: 433 3/7935 

YEAR: 1975 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN I 
LIMIT LIPID 



COHO * 18 5y42 3650 10000 67.3 60.0 76.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



544 lOO.'O 3.0 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
COHO 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 00 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PGLLUTAN1: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



OMAPIG MINISTRY OF TEE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCA1ION: CREDIT/ONI *1 RIVER 

TOV.NSKIP: 10ROMO 

DISTRICT: PEEL 

LAT/LONG: 4 3 33/7935 

YEAR: 1976 
PPB SEX: - 



SGUFCE: MOE 



StECIES 



N 



PCB 

MEAN 



( PPB) 
KIN MAX 



LENGTH (CM) WT, (CM) 
MEAN MIN MAX WEftE 



%> MEAN * 
LIMIT LIPID 



COHO 
hALLEYE 



23 
1 



3 316 

4 58 



17 6CE0 



7 3. 5 61.5 7 9.0 

76.3 - 



4288 95.7 4.0 
4500 100.0 4.9 



POLLUTANT: MIREX 



.'1 ISSUE: MUSCLE 
LIMIT: 100 PPB 



ON1AFIG MINISTRY Of THE ENVIRONMENT 

LAEORA1GRY SERVICES BRANCH 

LOCATION: CFEDIT/ONTU RIVER 

TOV»NSbIP: TGRONTO 

DISTRICT: PEEL 

LAT/LONG: 4 3 33/7935 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) 

MEAN MIN MAX 



LENCTH (CM) VT.(CM) *> MEAN $ 

MEAN MIN MAX .MEAN LIMIT LIPID 



COHG 
WALLEYE 



23 184 120 370 7 3. 5 61. 5 79.0 
1 250 - - 76. 3 - 



4288 100.0 4.0 
4E00 100.0 4.9 



POLLUTANT: PCts 



.'i ISSUE: MUSCLE 
LIMIT: 2000 



ON.TAPIO MINISTRY OF THE ENVIEONt-'ERT 

LABORATORY SERVICES BRANCH 

LOCATION: CFEDlT/ONT-t 1 RIVEF 

TOW SHIP: TORONTO 

L1STMCT: PEEL 

LAT/LONC: 4333/7935 

YEAR: 1977 
PPB SEX: - 



SOUFCE: MCE 



SPECIES 



PCB ( PPR) LENGTH (CM) KT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN I 
LIMIT LIPID 



COHO 



20 4162 2220 7 58 C 65.8 6C.5 60.0 4500 100.0 4.1 



POLLUTANT: MIREX 



.TISSUE: MUSCLE 
LIMIT: 100 PPb 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION : CFEDIT/ONT*l RIVER 

TGfcNSEIP: TORONIO 

LIST PICT: PEEL 

LAT/LCNC: 4 3 33/7935 

YEAR: 1977 

SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX { PPB) LENGTH (CM) V.I . (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



*> MEAN ? 
LIMIT LIPID 



COHO 



20 



209 



120 



320 



65.8 6C.5 80.0 4500 100.0 4.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


PCD 




LOCATION: 


LAKE 0NTARI0#1 


SU 


3L0C: HH 










TOWNSHIP :- 


— 


(Hamilton Harbour^ 










DISTRICT: 


HAMILTON 














LAT/LONG: 


4317/7950 






TISSUE: 


MUSCLE 




YEAR: 


1972 


SOURCE : (>!:■ 


LIMIT : 




2000 


PPB 


SEX: - 








SPECIES 




N 


PCB 


(PPB) 


LENGTH (CM) 


VZ.(GM) 


c /o > MEAN jC 








MEAN 


MIN MAX 


MEAN MIN MAX 


: MEAN 


LIMIT LIPID 


CARP 




9 


3478 


160 11600 


31.5 18.0 46. 


5 607 


66.7 0.0 


G. SHAD 




8 


1989 


910 3100 


31.1 29.0 33. 


550 


50.0 0.0 


V.'. BASS 




9 


2433 


1000 5600 


25.0 22.0 28. 


327 


66.7 0.0 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LA30RAT0RY SERVICES BRANCH 



PARAMETER: PCB 

TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


LOCATION: 
TOWNSHIP: 
DISTRICT: 

LAT/LONG: 
YEAR: 
SEX: - 


LAKE 0NTARI0#1 

HAMILTON 

V.'ENTWORTH 

4317/7950 

1975 




SOURCE : 


MOE 


SPECIES 


IT 


PCB 

MEAN 


(PPB) 

Mill MAX 


LENGTH (CM) 

mean min ma 


1. 


'T.(GM) 

MEAN 


* > 

LIMIT 


MEAN $ 
LIPID 


W. SUCKER 
Y. PERCH 
SMELT 
ALEWIFE 


3 

'r 

3 
5 


1200 
1920 
1512 
2320 


850 
1650 

850 
1220 


1600 
2300 
2285 

3650 


33.8 26.5 47. 

20.9 20.0 21. 
17.5 16.5 18. 
15.4 14.0 17. 


,0 
5 



5 


520 

130 

26 

26 


0.0 
50.0 
33.3 
80.0 


1.1 
1.5 
2.6 
3.9 



PARAMETER: HIREX 



TISSUE: MUSCLE 
LIMIT: 100 PP3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO*? 1 

TOWNSHIP: HAMILTON 

DISTRICT: WENTWORTH 

LAT/LONG: 4 317/7950 

YEAR: 1975 
SEX: - 



SPECIES 



N MIR2X 



SOURCE: MOE 



(PPB) 



LENGTH (CM) V.'T.(GM) 



MEAN MIN MAX MEAN MIN MAX 



MEAN 



$ > MEAN jS 
LIMIT LIPID 



¥. SUCKER 
Y. PERCH 
SMELT 
ALEWIFE 



5 

A 

3 
'3 



15 
53 
23 

89 



10 25 33.8 26.5 47.0 520 0.0 1.1 

35 80 20.9 20.0 21.5 130 0.0 1.5 

10 40 17.5 16.5 18.0 26 0.0 2.6 

40 230 15.4 14.0 17.5 26 20.0 3.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO! 1 

TOWNSHIP: HAMILTON HR. 

DISTRICT: HAMILTON HR. 

LAT/LONG: 4319/7949 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN KIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



SMELT * 39 2055 1100 5800 16.9 

CHINOOK 4 226 3 500 4250 51.5 

ALEWIFE 2 3550 3200 3900 15.9 

Y. PERCH 2 520 240 800 22.9 

W. PERCH 2 2100 800 3400 16.5 

CARP 2 8850 5200 12500 56.5 

R.H. SUCKER 5 1750 380 3800 36.3 



11.5 27.8 32 48.7 2.7 

38.5 70.6 50.0 4.4 

15.2 16.5 100.0 4.3 
22.8 22.9 71 0.0 0.4 

12.7 20.3 4 3 50.0 0.9 

50.8 62.2 2519 100.0 1. 5 

20.3 43. 1 607 40.0 0.6 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SMELT 



<6 

A 



6-8 



3 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO #1 

TOWNSHIP: HAMILTON HR. 

DISTRICT: HAMILTON HR. 

LAT/LONG: 4 319/794 9 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN KIN MAX 



SMELT 


39 


152 


12 


325 


CHINOOK 


4 


159 


45 


262 


ALEKIFE 


2 


185 


185 


185 


Y. PERCH 


2 


NO 


ND 


ND 


W. PERCH 


2 


ND 


ND 


ND 


CARP 


2 


ND 


ND 


ND 


R.H. SUCKER 


5 


1 


ND 


5 



LENGTH (CM) 
MEAN MIN MAX 



16.9 11.5 27.8 

51. 5 38.5 70.6 

15. 9 15.2 16.5 

22.9 22.8 22.9 

16.5 12.7 20.3 

56. 5 50.8 62.2 

36.3 20.3 43.1 



(GM) 


% > 


MEAN % 


EAN 


LIMIT 


LIPID 


32 


94.9 


2. 7 





50.0 


4.4 





100.0 


4.3 


71 


0.0 


0.4 


43 


0.0 


0. 9 


2519 


0.0 


1. 5 


60 7 


0.0 


0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 

TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 


LAKE ONTARIOfl 
P. DALHOUSIE 
ST. CATHARINES 
4312/7916 
1976 


REGION: 
SOURCE: 


C 
MOE 


SPECIES 


N 


PCB 
MEAN 


(PPB) 
MIN MAX 


LENGTH (CM) Wl 
MEAN MIN MAX 


'. (GM) 
MEAN 


% > MEAN % 
LIMIT LIPID 


COHO 

B. TROUT 

SMELT 


10 
10 
10 


2510 
3035 
1950 


1500 

2000 

750 


4100 
54 00 
3000 


47. 7 46.4 49.4 
45. 7 45. 7 45.7 
15.3 13.4 18.5 


1330 

114 8 

29 


80.0 

100. T 

40.0 


5.0 

13.3 

2.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 

TISSUE: MUSCLE 
LIMIT: 100 PPB 


LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 


LAKE ONTARIO#l 
P. DALHOUSIE 
ST. CATHARINES 
4312/7916 
1976 


REGION: 
SOURCE: 


C 
MOE 


SPECIES 


N 


MI REX 
MEAN 


(PPB) 
MIN MAX 


LENGTH (CM) Wl 
MEAN MIN MAX 


'. (GM) % > MEAN % 
MEAN LIMIT LIPID 


COHO 

B. TROUT 

SMELT 


10 
10 

10 


201 
218 
115 


12 

150 

60 


300 
350 
150 


47.7 46.4 49.4 
45.7 45.7 45.7 
15.3 13.4 18.5 


1330 100.0 

1148 lOO.'O 

29 80.0 


5.0 

13.3 

2.5 



PARAMETER: PCB 



ONTARIO MINISTRY 0? THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO,? 1 

TOVNSHIP: TORONTO HR. 

DISTRICT: YORK 

LAT/LONG: 4337/7923 



TISSUE: MUSCLE 




YEAR 


• 
* 


1975 


SOURCE: 


MOE 


LIMIT: 2000 


PPB 


SEX: 


- 










SPECIES 


S 


PCB 


(PPB) 


LENGTH (CM) WT.(GM) 


< > 


MEAN $ 






ITEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


B. BULLHEAD 


,1 

r 


778 


240 


1460 


16.5 3.5 27.8 


201 


0.0 


4.6 


a. SHAD 


3 


813 


440 


1300 


27.1 13.2 39.7 


361 


0.0 


6.4 


PIKE 


8 


395 


80 


920 


50.2 35.6 70.1 


765 


0.0 


0.5 


R. BASS 


2 


25 


20 


30 


18.9 15.3 22.5 


133 


0.0 


0.3 


V, T . BASS 


2 


950 


500 


1400 


20.9 20.7 21.0 


73 


0.0 


1.5 


\I. PERCH * 


11 


828 


200 


2000 


20.4 16.0 25.7 


130 


9.1 


3.0 


tf. SUCKER * 


48 


362 


ND 


1100 


35.5 26.2 47.5 


515 


0.0 


1.9 


Y. PERCH 


12 


255 


10 


1000 


23.2 17.9 29.5 


186 


0.0 


1.1 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SPECIES 



• • • 



PERCH 
\!. SUCKER 



<6 

A 



SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 

A 



A 
A 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF TH3 ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO// 1 
TOWNSHIP: TORONTO HR. 
DISTRICT: YORK 
LAT/LONG: 4337/7923 
YEAR: 1975 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIRSX 


(PPB) 






MEAN 


MIN 


MAX 


B. BULLHEAD 


4 


4 


ND 


6 


G. SHAD 


3 


8 


4 


16 


PIKE 


8 


11 


ND 


22 


R. BASS 


2 


ND 


ND 


ND 


W. BASS 


2 


28 


15 


40 


W, PERCH * 


11 


13 


ND 


45 


W. SUCKER * 


48 


3 


ND 


20 


Y. PERCH 


12 


5 


ND 


35 



LENGTH (CM) WT.(GM) $> > 
MEAN MIN MAX MEAN 



MEAN $ 
LIMIT LIPID 



16.5 3.5 27.8 201 0.0 4.6 

27.1 13.2 39.7 361 0.0 6.4 

50.2 35.6 70.1 765 0.0 0.5 
18.9 15.3 22.5 133 0.0 0.3 
20.9 20.7 21.0 73 0.0 1.5 

20.4 16.0 25.7 130 0.0 3.0 

35.5 26.2 47.5 515 0.0 1.9 
23.2 17.9 29.5 186 0.0 1.1 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SPECIES <6 

\I. PERCH A 
¥. SUCKER 



SIZE SPECIFIC CLASSIFICATION: MIREX 

SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



B 
A 



A 



A MIREX CONCENTRATION < 100 PPB 
B MIREX CONCENTRATION > 100 PPB 
- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



PPB 



N PCB 



LOCATION: LAKE ONTARIO,-? 1 
TOWNSHIP: TORONTO HR . 
DISTRICT: YORK 
LAT/LONG: 4337/7923 
YEAR: 1976 



SOURCE: MOE 



(PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) fa > MEAN £ 
MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 3 397 30 750 19.9 18.5 22.1 102 0.0 0.7 
P'SEED 10 33 15 110 15.5 15.5 15.5 130 0.0 0.3 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: TORONTO HR. 

DISTRICT: YORK 

LAT/LONG: 4337/7923 

YEAR: 1976 



SOURCE: MOE 



SPECIES 



V MIREX (PPB) LENGTH (CM) WT.(GM) $ > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 
P'SEED 



10 



3 

TR 



ND 5 19.9 18.5 22.1 102 0.0 0.7 
ND 2 15.5 15.5 15.5 130 0.0 0.3 



PARAMETER: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: LAKE ONTARIO* 2 







TOWNSHIP: 


DUFFTNS C 






DISTRICT: 


ONTARIO CO. 






LAT/LONG: 


4 349/7902 


TISSUE: MUSCLE 




YEAR: 


1975 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


(PPB) 


LENGTH (CM) 




MEAN 


MIN MAX 


MEAN MIN MAX 



SUBLOC: DC 
( Duff ins Qreek) 



SOURCE: MOE 



WT. (GM) 
MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 
W. SUCKER 
B. BULLHEAD* 
W. BASS 
CARP 



9 2542 800 4500 22.6 18.5 27.0 



6 

19 
3 
6 



992 

34 30 

1900 

73 5 



5 50 

675 

1400 

180 



16 00 
9250 
2500 
2500 



29.2 
26.2 

17. 3 
50.3 



20.0 35.0 
18.5 31.0 
16.0 19.0 
43.0 64.0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



166 

2 94 

252 

87 

1675 



77.8 
0,0 
68.4 
33.3 
16. 7 



1. 8 
1.8 
1. 9 
1. 7 
1.2 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
B. BULLHEAD 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



A PCB CONCENTRATION < 2000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: LAKE ONTARIO#2 



TOWNSHIP: DUFF NS C. 

DISTRICT: ONTARIO CO, 

LAT/LONC: 4349/7902 

YEAR: 1975 
SEX: - 



SUBLOC: DC 
(Duffins Creek) 

SOURCE: MOE 



SPECIES 


N 


MI REX 


(PPB) 


LENGTH (CM) VI 


'. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


Y. PERCH 


9 


2 72 


53 


1240 


22.6 18.5 27.0 


166 


66.7 


1.8 


W. SUCKER 


6 


29 


ND 


70 


2 9.2 20.0 3 5.0 


2 94 


0.0 


1. 8 


B. BULLHEAD 


19 


67 


ND 


38 


26.2 18.5 31.0 


252 


26.3 


1. 9 


W. BASS 


3 


72 


58 


88 


17. 3 16.0 19.0 


87 


0.0 


1. 7 


CARP 


6 


33 


4 


140 


50.3 43.0 64.0 


1675 


16.7 


1. 2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE L.ONTARIO#2 
TOWNSHIP: L.ONTARIO 
DISTRICT: YORK 
LAT/LONC: 4338/7922 
YEAR: 1976 

SEX: - 



SUBLOC: DC 
(Duff ins Creek) 



SOURCE: MCE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT. (GM) % > MEAN S 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. PERCH 



7 1313 460 5290 22.1 19.4 26.2 14 9 14.3 2.4 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONNENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.ONTARIC#2 

TOWNSHIP: L. ONTARIO 

DISTRICT: YORK 

LA1/LONC: 4338/7922 

YEAR: 1976 
SEX: - 



SUBLOC: DC 



SOURCE: MGE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENC1H (CM) KT. (CM) % > MEAN ? 
MEAN MIN MAX MEAN LIMIT LIPID 



V,. PERCH 



62 



20 270 22.1 19,4 26.2 



149 14.3 2.4 



PARAMETER: PC3 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO// 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1974 
PPB SEX: - 



SUBLOC: FB 
(Frenchmans Bay) 

SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) UT.(GM) £ > MEAN >5 
MEAN MIN MAX MEAN LIMIT LIPID 



\f, PERCH 


"2 


4167 


2500 


5800 


B. BULLHEAD 


•3 


2167 


1800 


2700 


G. SHAD 




767 


200 


1800 


Y. PERCH 


■7 


563 


390 


700 



29.8 28.5 31.0 
23.3 20.0 25.5 

15.7 13.5 18.5 

21.8 20.0 23.0 



704 100.0 

213 66.7 

51 0.0 

146 0.0 



0.0 
2.3 
1.5 

4.5 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#2 
TOWNSHIP: FRMANS BAY ■ 
DISTRICT: DURHAM 
LAT/LONG: 4349/790 5 
YEAR: 1975 

PPB SEX: - 



SUBLOC: FB 



SOURCE: MCE 



SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) Vil 


'. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT 


LIPID 


Y. PERCH 


6 


1992 


750 


3250 


27. 9 


23.5 


30.5 


386 


50.0 


1.4 


CARP 


4 


925 


3 50 


1500 


49.3 


46. 


54.0 


1809 


0.0 


1. 7 


W. BASS * 


12 


4998 


2050 


15500 


25. 3 


16.0 


33.0 


279 


100. 


1. 3 


B. BULLHEAD 


8 


6547 


1625 


138 00 


28.3 


21.0 


32.0 


34 2 


87. 5 


1. 5 


W. SUCKER 


2 


9 50 


150 


1750 


36.8 


36.5 


37.0 


465 


0.0 


2.3 


PIKE 


5 


321 


100 


775 


57.4 


53.0 


64.0 


1231 


0.0 


0.2 


G. SHAD 


2 


2175 


50 


3850 


30. 5 


23.0 


38. 


38 


50.0 


6. 3 


B. CRAPFIE 


3 


358 


100 


575 


27. 5 


25.5 


29.0 


350 


0.0 


1.8 


W. PERCH 


2 


10100 


9700 


10500 


26.0 


22.0 


30.0 


30 5 


100.0 


0. 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
W. BASS 



<6 

A 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 00 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LAKE ONTARIO* 2 

TOWNSHIP: FRNANS BAY 

DISTRICT: DURHAM 

LAT/LONC: 4 349/7905 

YEAR: 1975 
SEX: - 



SUELOC: FB 



SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (CM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 


5 


41 


15 


85 


27. 9 


23.5 


30.5 


38 6 


0.0 


1.4 


CARP 


4 


28 


8 


45 


49. 3 


46.0 


54.0 


1809 


0.0 


1. 7 


W. BASS 


12 


43 


ND 


125 


25. 3 


16.0 


33.0 


2 79 


8.3 


1. 3 


B. BULLHEAD 


8 


67 


ND 


190 


28.3 


21.0 


32.0 


34 2 


25.0 


1. 5 


W. SUCKER 


2 


63 


50 


75 


36.8 


36.5 


37.0 


465 


0.0 


2. 3 


PIKE 


5 


15 


5 


35 


57.4 


53.0 


64.0 


1231 


0.0 


0.2 


G. SHAD 


2 


ND 


ND 


ND 


30.5 


23.0 


38.0 


38 


0.0 


6. 3 


E. CRAPPIE 


3 


12 


8 


17 


2 7. 5 


25.5 


29.0 


350 


0.0 


1.8 


W. PERCH 


2 


435 


370 


500 


26.0 


22.0 


30.0 


305 


100.0 


0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 




LOCATION: 


LAKE ONTARIO* 2 






TOWNSHIP: 


FRMANS BAY 






LI STRICT: 


ONTARIO CO. 






LAT/LCNG: 


4349/7905 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 200C 


PPB 


SEX: - 




SPECIES N 


PCB 


(PPB) 


LENGTH (CM) 




MEAN 


MIN MAX 


MEAN MIN MA 



SUELCC: FB 

(Frenchman's Bay) 
SOURCE: MCE 



WT. (GM) 

MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



10 1619 240 2400 15.1 12.9 17.9 



20 30.0 



2.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO #2 

TOWNSHIP: FRMANS BAY 

DISTRICT: ONTARIO CO. 

LAT/LONG: 434 9/790 5 

YEAR: 1976 
SEX: - 



SUBLCC: FB 



SOURCE: MCE 



SPECIES 



MI REX (PPB) 
MEAN MIN MAX 



LENGTH (CM) KT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN I 
LIMIT LIPID 



SMELT 



10 



55 



10 



105 



15. 1 12. 9 17.9 



20 20.0 



2.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 


MUSCLE 




YEAR 


t 


LIMIT: 


20 


PPB 


SEX: 


™ 


SPECIES 




N 


PCB 


(PPB) 








MEAN 


MIN 


MAX 


COHO 


* 


60 


3654 


90 


8650 


RAI NBOW 


# 


41 


975 


170 


3 50 



LOCATION: LAKE ONTARIO* 2 
TOWNSHIP: HOPE 
DISTRICT: DURHAM 
LAT/LONC: 4357/7818 
1975 



SUBLOC: CR 
(Ganaraska River) 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



55.8 28.9 73.2 2463 
37.8 28.2 59.5 761 



% > MEAN % 
LIMIT LIPID 



71. 7 
14.6 



3. 1 

5. 1 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

COHO 
RAINBOW 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 

A 



A 

A 



B 
A 



B 
A 



B 



E 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 2 

TOWNSHIP: HOPE 

DISTRICT: DURHAM 

LAT/LONG: 4357/7818 

YEAR: 1975 
SEX: - 



SUBLOC: GR 
(Ganaraska River) 



SOURCE: MOE 



SPECIES 



N MI REX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



COHO * 60 170 ND 400 55.8 28.9 73.2 
RAINBOW * 41 50 5 310 37.8 28.2 59.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



2463 
761 



70.0 
9.8 



3.1 
5.1 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 

COHO 
RAINBOW 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 

A 



A 

A 



B 
A 



B 
B 



B 



B 



A MIREX CONCENTRATION < 100 PPB 
B MIREX CONCENTRATION > 100 PPB 
- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



PP3 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LA30RAT0RY SERVICES BRANCH 



LOCATION: LAKE ONTARIO;? 2 
TOVNSHIP: HOPE 
DISTRICT: DURHAM 
LAT/LONG: 4 357/7818 
YEAR: 1976 
SEX: - 



N PCB 



REGION: C 
SOURCE: MOE 



(PP3) 



LENGTH (CM) VT.(GM) 



MEAN MIN MAX MEAN MIN MAX 



MEAN 



fj > MEAN $ 
LIMIT LIPID 



SMELT 



7 2214 1500 2950 22.1 21.0 24.0 



90 71.4 3.8 



PARAMETER : MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO^ 2 
TOl/NSHIP: HOPE 
DISTRICT: DURHAM 
LAT/LONG: 4 357/7818 
YEAR : 1 976 
SEX: - 



REGION: C 
SOURCE: MOE 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) VT.(GM) 



MEAN $> 



MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



220 120 



345 



22.1 21.0 24.0 



90 100.0 



3.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO #2 

TOWNSHIP: HOPE 

DISTRICT: DURHAM 

LAT/LONG: 4357/7818 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 30 3888 500 8000 58.9 33.5 72.2 2494 86.7 3.3 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
RAINBOW 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#2 

TOWNSHIP: HOPE 

DISTRICT: DURHAM 

LAT/LONG: 4357/7818 

YEAR: 19 76 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN M1N MAX 



LENGTH (CM) WT. (GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 30 256 35 525 58.9 33.5 72.2 2494 93.3 3.3 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 
RAINBOW 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



B 



B 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONNENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO! 2 

TOWNSHIP: ROUGE R. 

DISTRICT: DURHAM 

LAT/LONG: 434 9/790 7 

YEAR: 1975 
PPB SEX: - 



SUBLCC: RR 



SOURCE: MOE 



SPECIES 



N PCB (PFB) LENGTH (CM) KT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



B. BULLHEAD* 


26 


4600 


1200 


20000 


25.8 18.0 


34.0 


2 93 


80.8 


3.2 


Y. PERCH * 


27 


2894 


1050 


6750 


22.2 19.0 


24.0 


153 


77.8 


1. 7 


PIKE 


3 


500 


2 25 


675 


68.7 66. 


71.0 


2047 


0.0 


0.1 


W. SUCKER * 


17 


1271 


240 


4500 


35.6 21.0 


41.0 


487 


17.6 


1. 5 


W. BASS 


3 


1733 


1200 


2200 


20.0 17.0 


2 3. 


147 


33. 3 


1.6 


ALEWIFE 


2 


1800 


1500 


2100 


20.0 19.0 


21.0 


60 


50.0 


14.0 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B. BULLHEAD 
Y. PERCH 
W. SUCKER 



B 


B 


B 


B 


B 


B 


A 


A 


A 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FCR THIS SIZE 



PARAMETER: MI HEX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 2 

TOWNSHIP: ROUGE R. 

DISTRICT: DURKAM 

LAT/LONG: 4 349/7907 

YEAR: 1975 
SEX: - 



SUELCC: RR 



SOURCE: MOE 



SPECIES 



N MI REX (PPB) 
MEAN MIN MAX 



LENGTH (CM) KT. (GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD* 26 



Y. PERCH 

PIKE 

K. SUCKER 

W. BASS 

ALEWIFE 



27 
3 

17 
3 

2 



160 
81 
14 
25 

128 
ND 



23 
30 
ND 
ND 
66 
ND 



760 

175 

23 

95 

159 

NL 



25.8 18.0 34.0 
22.2 19. 24.0 



68.7 
35.6 
20.0 
20.0 



66.0 
21.0 
17.0 
19.0 



71. 
41.0 
23. 
21. 



293 
153 
2047 
487 
147 
60 



50.0 

37.0 

0.0 

0.0 

66.7 

0.0 



3.2 
1. 7 
0.1 
1. 5 
1.6 
14.0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES <6 

B. BULLHEAD 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



A 


MIREX 


b 


MI REX 


- 


MIREX 



CONCENTRATION < 100 PPB 
CONCENTRATION > 100 PPB 
DATA NOT AVAILABLE FOR THIS 



SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO! 2 

TOWNSHIP: ROUGE R. 

DISTRICT: ONTARIO CO. 

LAT/LONG: 4348/7907 

YEAR: 1976 
PPB SEX: - 



SUELOC: RR 



SOURCE: MOE 



SPECIES 



N PCB (PPE) 
MEAN MIN MAX 



LENGTH (CM) KT.(CM) 
MEAN MIN MAX MEAN 



% > MEAN ? 
LINIT LIPID 



SMELT * 10 1890 1500 2300 15.8 14.3 17.4 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



22 30.0 2.3 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SMELT 



K. 6 

A 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#2 

TOWNSHIP: ROUGE R. 

DISTRICT: ONTARIO CO. 

LAT/LONG: 4348/7907 

YEAR: 1976 
SEX: - 



SUELOC: RR 



SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) V'T.(GK) 
MEAN MIN MAX MEAN 



% > MEAN I 
LIMIT LIPID 



SMEL1 



10 



102 



85 



135 



15.8 14.3 17.4 



22 50.0 



2. 3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE ONTARIO* 2 

TOWNSHIP: CLARKE 

DISTRICT: DURHAM 

LAT/LONG: 4 354/7836 

YEAR: 1976 
SEX: - 



SUBLOC: WC 

O-.'ILNOT CREEK) 

SOURCE: MOE 



SPECIES 



PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) KT.(CM) % > MEAN I 
MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



10 1770 1000 2650 



14.9 14.0 16.5 



26 4 0.0 



2. 7 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE ONTARIO* 2 

TOWNSHIP: CLARKE 

DISTRICT: DURHAM 

LAT/LONG: 4354/7836 

YEAR: 1976 
SEX: - 



SUBLOC: WC 

(VILMOT CREEK) 

SOURCE: MOE 



SPECIES 



MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 

LIMIT LIPID 



SMEL1 



10 



156 



40 



700 



14.9 14.0 16.5 



26 6 0.0 



2. 7 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 4356/7731 

TISSUE: WHOLE FISH YEAR: 1977 

LIMIT: 200 PPB SEX: - 



POLLUTANT: PCB 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



10 1017 810 1340 16.1 15.0 20.0 



29 0.0 3.7 



POLLUTANT: MI REX 



TISSUE: WHOLE FISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 4358/7731 

YEAR: 1977 

SEX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT * 10 72 50 120 16.1 15.0 20.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



29 10.0 



3.7 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 
SMELT 



<6 

A 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCb 



LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

ul STRICT: PRINCE EDWARD 

LAT/LONG: 4402/7707 

TISSUE: WHOLE FISH YEAR: 1977 

LIMIT: 2000 PPB SEX: - 



SUBLCC: PB 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 

MEAN KIN MAX 



LENGTH (CM) WT.(GM) %> MEAN * 

MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



10 1243 730 1860 14.0 11.0 17.0 



17 0.0 3.8 



POLLUTANT: MI REX 



TISSUE: WHOLE FISh 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 440 2/7707 

YEAR: 1977 

SEX: - 



SUBLOC: PB 



SOURCE: MOE 



SPECIES 



MI REX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT 



10 



82 



51 



110 



14.0 11.0 17.0 



17 10.0 



3.8 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 
TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 
LAT/LONG: 440 2/7 70 7 

TISSUE: WHOLE FISh YEAR: 1977 

LIMIT: 2000 PPB SEX: - 



POLLUTANT: PCB 



SUBLOC: WP 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT * 10 114 7 750 1640 15.3 12.0 18.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



23 



0.0 



3.2 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SMELT 



<6 

A 



6-8 



A 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: WHOLE FISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 4402/7707 

YEAR: 1977 

SEX: - 



SUELCC: WP 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



SMELT 



75 



26 



110 



15.3 12.0 18. 5 



23 10.0 



3.2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 
TOWNSHIP: 

DISTRICT: EASTERN BASIN 
LAT/LONC: 
YEAR: 1976 
PPB SEX: - 



SUBLOC: EB 



SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) KT.(GM) % > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



20 1560 900 2700 14.3 10.1 18.0 



22 15.0 2.9 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOC/^ION: LAKE ONTARIO* 3 

TOVvNSHIP: 

DISTRICT: EASTERN BASIN 

LAT/LONC: , 

YEAR: 1976 

SEX: - 



SUBLOC: EB 



SOURCE: MCE 



SPECIES 



MIKEX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



20 143 



80 



2 50 



14.3 10.1 18.0 



22 95.0 



2. 9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONI API MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#4 

TOWNSHIP: HASTING 

DI STRICT: PRINCE EDWARD 

LAT/LONG: 4409/7715 

YEAR: 1975 
PPB SEX: - 



SUBLOC: BO 



SOUPCE: MOE 



SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) Wl 


.(GK) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT 


LIPID 


WALLEYE * 


15 


263 


50 


550 


47.2 


35.4 


73. 5 


1549 


0.0 


0. 7 


PIKE 


12 


1598 


360 


2200 


6 5.8 


54.5 


74.6 


2223 


41.7 


1.4 


S.M. BASS * 


10 


690 


60 


1220 


33.2 


20.3 


44.2 


735 


0.0 


0. 7 


L.M. BASS 


5 


566 


20 


1990 


37. 9 


23.2 


58. 7 


1205 


0.0 


1.1 


C. CATFISH 


7 


913 


260 


1600 


38. 3 


22.8 


58.8 


1296 


0.0 


2.9 


W. PERCH 


2 


130 


110 


150 


21. 


20.2 


21.8 


178 


0.0 


0. 7 


EEL * 


11 


2604 


600 


5200 


76.8 


66.0 


87.7 


94 9 


63.6 


9.6 


F.W. DRUM 


2 


173 


145 


200 


43. 


42.4 


43.6 


995 


0.0 


1. 3 


W. BASS 


4 


369 


95 


800 


2 7. 2 


26.3 


27.7 


368 


0.0 


3. 3 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

WALLEYE 
S.M. BASS 
EEL 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 

A 



A 
B 



A 
A 



A 
B 



A 
B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOP THIS SIZE 



m 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF ThE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: LAKE ONTARIO#4 



TO UNSHIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 



HASTING 
PRINCE EDWARD 
4409/7715 
1975 



SUELOC: BQ 
(Bay of Quinte) 

SOURCE: MOE 



SPECIES 



MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) KT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE * 


15 


11 


ND 


30 


PIKE 


12 


51 


15 


75 


S.M. BASS * 


10 


18 


ND 


35 


L.M. BASS 


5 


13 


ND 


45 


C. CATFISH 


7 


21 


5 


40 


W. PERCH 


2 


1 


ND 


1 


EEL 


11 


33 


ND 


120 


F.W. DRUM 


2 


8 


5 


10 


W. BASS 


4 


13 


5 


20 



47.2 35.4 73.5 
65.8 54.5 74.6 
33. 2 20.3 44.2 
37. 9 23.2 58.7 

38. 3 22.8 58.8 
21.0 20.2 21.8 
76.8 66. 87.7 
43.0 42.4 43.6 
27.2 26.3 27.7 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



1549 


0.0 


0. 7 


2223 


0.0 


1.4 


735 


0.0 


0. 7 


1205 


0.0 


1.1 


1296 


0.0 


2. 9 


178 


0.0 


0. 7 


94 9 


9.1 


9.6 


995 


0.0 


1. 3 


368 


0.0 


3. 3 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 

WALLEYE 
S.M. BASS 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 
A 



A 
B 



A 

B 



B 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS 



SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO* 5 

TOWNSHIP: - 

DISTRICT: ST. LAVVRENCE 

LAT/LONG: 4 511/74 25 

YEAR: 1975 
SEX: - 



SUBLOC: BA 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (CM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 


18 


1 


ND 


7 


26. 9 


19.4 


62.0 


257 


0.0 


0.1 


PIKE 


6 


ND 


ND 


ND 


58.0 


49.0 


79.6 


1211 


0.0 


0.0 


P'SEED 


15 


ND 


ND 


ND 


17.9 


15.0 


19.9 


14 7 


0.0 


0.3 


L.M. BASS 


3 


ND 


ND 


ND 


29.0 


20.5 


39.0 


571 


0.0 


0.2 


B. BULLHEAD* 


16 


3 


ND 


10 


28.6 


23.0 


31.5 


330 


0.0 


2.7 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES <6 
B. BULLHEAD 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

-AAA----- 



A MIREX CONCENTRATION < 100 PPB 
B MIREX CONCENTRATION > 10 PPB 
- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: ONTARIO #5 
TOWNSHIP: 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4 511/7425 

YEAR: 1975 
PPB SEX: - 



SUBLOC: CH 
(CHARIOTTENBURG) 



SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN MAX 


L.M. BASS 


8 


153 


40 600 


PIKE 


r > 


193 


35 400 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



30.2 21.5 38.8 547 
66.4 41.8 81.0 2010 



% > MEAN % 
LIMIT LIPID 



0.0 

0.0 



0.4 
0.2 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATICN: ONTARIO#5 

TOWNSHIP: 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4 511/7425 

YEAR: 1975 

SEX: - 



SUBLOC: CH 

(GHARLOTTENBURG) 



SOURCE: MOE 



SPECIES 


N 


MIREX 


(PPB) 






MEAN 


MIN 


MAX 


L.M. BASS 


8 


2 


ND 


10 


PIKE 


5 


3 


ND 


10 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



30.2 21.5 38.8 547 
66.4 41.8 81.0 2010 



% > MEAN % 
LIMIT LIPID 



0.0 
0.0 



0.4 
0. 2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO* 5 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4 511/74 25 

YEAR: 1975 
PPB SEX: - 



SUBLOC: GW 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) % > MEAN I 
MEAN MIN MAX MEAN LIMIT LIPID 



PIKE 3 


420 


2 20 


740 


63.4 56.7 


69.0 


16 33 


0.0 


0. 2 


W. SUCKER 14 


56 


ND 


200 


19.0 15. 9 


21.3 


207 


0.0 


0. 5 


Y. PERCH 21 


107 


30 


235 


22.2 17.5 


26.4 


230 


0.0 


0.2 


B. BULLHEAD* 15 


399 


120 


920 


30.8 2 0.1 


37.5 


471 


0.0 


2. 3 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES <6 
B. BULLHEAD 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO* 5 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4 511/7425 

YEAR: 1975 
PPB SEX: - 



SUBLOC: IR 

(IROQUOIS) 



SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


P'SEED 


14 


38 


ND 


250 


PIKE 


10 


197 


35 


455 


Y. PERCH 


11 


380 


10 


1092 


B. BULLHEAD 


15 


2 70 


80 


1125 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



16.3 13.0 18.4 
64.2 53.0 87.0 
21.6 20.4 23.4 
24.2 20.3 27.0 



% > MEAN % 
LIMIT LIPID 



116 


0.0 


0.4 


1925 


0.0 


0.2 


123 


0.0 


0.3 


172 


0.0 


1.6 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPL 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO! 5 RIVER 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONC: 4 511/7425 

YEAR: 1975 

SEX: - 



SUBLOC: IR 



SOURCE: MOE 



SPECIES 



MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



P'SEED 


14 


1 


ND 


8 


PIKE 


10 


5 


ND 


14 


Y. PERCH 


11 


ND 


ND 


ND 


B. BULLHEAD 


15 


l'K 


ND 


5 



16. 3 13. 18.4 116 0.0 0.4 

64.2 53.0 87.0 1925 0.0 0.2 

21.6 20.4 23.4 12 3 0.0 0.3 

24.2 20.3 27.0 172 0.0 1.6 



PARAMETER: PCB 



TISSUE; 
LIMIT: 



MUSCLE 
2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: ONTARIO* 5 

TOWNSHIP: - 

DISTRICT: ST.L4^ ENCS R> 

LAT/LONG: 4511/74 25 

YEAR: 1975 

SEX: - 



SUBLOC: SU 

(SUMMERS TOWN) 



SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT. (GM) % > MEAN I 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. PERCH 



466 125 865 21.2 20.2 24.0 156 0.0 1.5 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO* 5 RIVER 

TOWNSHIP: - 

DISTRICT: ST.L 

LAT/LONG: 4 511/74 25 

YEAR: 1975 
SEX: - 



SUBLOC: SU 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



W. PERCH 



30 



ND 



110 



21.2 20.2 24.0 



156 14.3 



1. 5 



PCB AND MIHEX DATA SUMMARIES 
LAKE ERIE 



n 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 20C0 



ON1ARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE EFIE/EI2 
TOWNSHIP: PELEE 
DISTRICT: ESSEX 
LAT/LONG: 414 7/8 240 
YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN ¥ 
LIMIT LIPID 



COHO * 30 521 230 980 50.4 4 3.0 66.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



146 5 



0.0 



4.0 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
COHO 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION '> 200 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ER1E/E#2 

TOWNSHIP: PELEE 

DISTRICT: ESSEX 

LAT/LONG: 414 7/8 240 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN I 
LIMIT LIPID 



COHO 



30 



ND 



ND 



ND 



50.4 43.0 66.0 



1465 



0.0 4.0 



POLLUTANT: PCB 



1 ISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



N 



GNTAPIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCh 





LOCAT I ON : 


LAKE ERIE 




TOWNSHIP: 


- 




DISTRICT: 


- 




LAT/LONG: 


4215/8100 




YEAR: 


1977 


PPb 


SEX: - 




PCB 


( PPB) 


LENGTH 


MEAN 


KIN MAX 


MEAN 



SOUFCE: HOE 



{CM) WT.(GM) 

MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 



30 125 



16 



450 42.1 30.0 53.0 827 0.0 



0.6 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



SPECIES 



N 





LOCATION: 


LAKE ERIE 




TOWNSHIP: 


- 




DISTRICT: 


- 




LAT/LONC: 


4215/8100 




YEAR: 


1977 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH 


MEAN 


MI N MA X 


MEAN 1 



SOURCE: MOE 



(CM) KT.(GM) 

MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



UALLEYE 



30 



ND 



ND 



ND 



42.1 30.0 53.0 



827 0.0 0.6 






POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ERIE/E#2 

TOWNSHIP: MERSEA 

DISTRICT: EESEX 

LAT/LONG: 4157/8 232 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.{GM) %> MEAN I 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



S.M. BASS * 11 1001 245 2690 31.2 24.0 39.0 568 9.1 2.8 

L.M. BASS 2 643 360 925 36.5 31.5 41.5 1362 0.0 1.9 

SAUGER 3 73 50 100 3 3.8 28.5 37.0 445 0.0 0.6 

RAINBOW 10 1177 600 2400 58.4 22.5 72.0 2857 10.0 11.2 

COHO 5 1131 785 1550 61.1 55.0 66.0 24 36 0.0 2.3 

CHINOOK 1 135 - 61.0 - - 2960 0.0 19.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 

S.M. BASS --AAAB---- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 2000 PPB 

DMA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


{ PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ERIE/E#3 
TOWNSHIP: PORT STANLEY 
DISTRICT: ELGIN 
LAT/LONG: 

1977 



SOURCE: MOE 



LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



COKO * 20 533 170 1210 35.5 27.0 60.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



67) 0.0 



5.8 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

COHO 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION "> 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ERIE/E#3 

TOWNSHIP: PORT STANLEY 

DISTRICT: ELGIN 

LAT/LONG: 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GK) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



COHO 



20 



ND 



ND 



ND 



35. 5 27.0 60.0 



673 0.0 



5.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



ERIE#5 

DUNN 

HALDIMAND 

4251/7934 

1976 



REGION: 
SOURCE: 



C 
MOE 



SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT 


'. (CM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT 


LIPID 


E. SHINER * 


31 


685 


ND 


2500 


7.1 


4.6 


9.1 





9. 7 


3.5 


W. SUCKER 


4 


ND 


ND 


ND 


32.3 


28.0 


36.0 


365 


0.0 


0.3 


CARP 


3 


3 


ND 


10 


29.0 


26.0 


32.0 


355 


0.0 


0.1 


L.M. BASS 


4 


3 


ND 


10 


30. 3 


10.0 


45.0 


866 


0.0 


0.2 


B. BULLHEAD 


4 


ND 


ND 


ND 


21.5 


11. 


29.0 


179 


0.0 


0.5 


BLUE GILL 


5 


3 


ND 


15 


10.0 


7.5 


14.0 


27 


0.0 


0.9 


W. CRAPP1E 


2 


ND 


ND 


ND 


11.5 


9.0 


14.0 


27 


0.0 


1.2 


B. CRAPPIE 


2 


ND 


ND 


ND 


15.0 


15.0 


15.0 


50 


0.0 


0.1 


Y. PERCH 


4 


TR 


ND 


1 


13.0 


8.0 


18.0 


36 


0. 


1. 3 


BURBOT 


2 


ND 


ND 


ND 


10.5 


4.0 


17.0 


26 


0.0 


1.9 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES <6 

E. SHINER 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PCB AND MIREX DATA SUMMARIES 
LAKE HURON 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON H-3 SUBLOC: CP 

TOVvNShIP: 

DISTRICT: GREY 

LAT/LONG: 44 4 0/8 54 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) V\T.(GM) 1 > MEAN \ 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

B. TROUT 12 2138 1335 3405 51.1 45.9 67.4 2440 50.0 24.7 

S.M. BASS * 10 168 ND 670 26.4 20.9 40.7 353 0.0 1.8 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-6 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > JO 

S.M. BASS -AAAAB---- 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCS 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF 1HE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON H-3 
TOW SHI P : 

DISTRICT: GREY 

LAT/LONC: 44 40/8 54 

YEAR: 1976 
PPB SEX: - 



SUBLOC: DD 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN KIN MAX 



LENGTh (CM) WT.(GM) 
MEAN KIN MAX MEAN 



% > MEAN * 
LIMIT LIPID 



CHINOOK 


16 


no 5 


560 


11570 


RAINBOW 


* 12 


1500 


2 50 


4100 


COHO 


7 


5914 


940 


9810 



77.3 53. 3 90. S 

60.4 34.0 75.5 
76.4 47. 5 87.0 



6754 


8 7. 5 


2.3 


3590 


25. 


2.6 


6 9 90 


85. 7 


3.4 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
RAINBOW 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 ie-22 22-26 26-30 > JO 



A PCB 

B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION "> 2000 PPB 
DATA NOT AVAILABLE FOR TBIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON H-3 
TOWNSHIP: 
DISTPICT: BRUCE 
LAT/LONC: 4419/8137 
YEAR: 1974 
PPB SEX: - 



SUBLOC: 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) KT.(GM) % > MEAN * 

MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKEP * 


10 


6 06 


2 50 


1425 


Y. PERCH 


10 


89 


60 


120 


RAINBOW * 


10 


1944 


J85 


4800 



J 9. 5 34.9 42.4 
23.5 22.1 26.2 

57. 9 40. 3 69. 7 



735 0.0 0.0 

163 0.0 0.0 

2589 50.0 0.0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

W. SUCKEF 
RAINBOW 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



B 
A 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2000 PPB 

DATA NQ1 AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON H-3 
TOWNSHIP: 

DISTRICT: BRUCE 

LAT/LONG: 44 19/813? 

YEAR: 1974 
PPB SEX: - 



SUBLOC: DP 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN « 
LIMIT LIPID 



PIKE 
RAINBOW 
W. SUCKER 



* 
* 



14 
10 
10 



4 32 

2279 

3 56 



160 

150 

2 50 



900 

3800 

460 



7 3.0 
56.4 
44.7 



51. 1 85.4 
45.4 65.6 
40. 9 51.1 



2952 0.0 0.0 
2525 40.0 0.0 
1109 0.0 0.0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

PIKE 
RAINBOW 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 10 



A 
B 



A 
B 



A 

B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 200 PPB 
DA1A NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON H-3 
TOWNSHIP: 

DISTRICT: GREY 

LAT/LONG: 44 40/8 54 

YEAR: 1976 
PPB SEX: - 



SUBLOC: HB 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > WEAN I 
LIMIT LIPID 



S.M. BASS 



ND 



15 



23.4 20.4 28.9 



204 



0.0 



0.9 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGEEN RIVER 
TOWNSHIP: SAUGEEN 
DISTRICT: BRUCE 
LAT/LONG: 4429/8119 
YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



( PPB) LENGTH (CM) WT.(GM) %> MEAN * 
MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 20 1841 590 3500 60.7 38.9 72.4 2781 40.0 4.1 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
RAINBOW 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > JO 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGEEN RIVER 

TOWNSHIP: SAUGEEN 

DISTRICT: BRUCE 

LAT/LONG: 44 29/8119 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN I 
LIMIT LIPID 



RAINBOW 



20 



ND 



ND 



ND 



60.7 38.9 72.4 2781 0.0 



4.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGLEN RIVER 

TOWNSHIP: - 

DISTRICT: BRUCE 

LAT/LONG: 44 29/8119 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



9 1480 880 2130 66.8 61.5 72.9 3219 11.1 111.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 



N 



1 


LOCATION: 


SAUGEEN RIVER 




TOWNSHIP: 


- 




DISTRICT: 


BRUCE 




LAT/LONG: 


4429/8119 




YEAR: 


1977 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH (( 


MEAN 


MIN MAX 


MEAN MIN 



SOURCE: MOE 



(CM) VvT. (GM) %> MEAN % 

\X MEAN LIMIT LIPID 



COHO 



ND 



ND 



ND 



66.8 61.5 72.9 



3219 



0.0 111. 9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIPON^NT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURON H-5 
POINT EDWARD 
CHATHAM 
4259/8 228 
1976 



REGION 
SOURCE: 



SW 
MOE 



SPECIES 



N PCE (PPB) LENGTH (CM) WT. (CM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S.M. BASS 
B. TROUT 



25 
14 



184 
1959 



ND 
1150 



640 

4000 



25.1 

43.6 



20.6 
40.4 



31.9 
48.0 



2 94 
1611 



0.0 
4 2.9 



0. 7 
10.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


MIREX 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


LAKE HURON H-5 
POINT EDWARD 
CHATHAM 










LAT/LONG: 


4259/8 228 REGION: SW 


TISSUE: MUSCLE 




YEAR: 


1976 SOURCE: MOE 


LIMIT: 


100 PPB 


SEX: - 






SPECIES 


N 


MIREX 


(PPB) 


LENGTH (CM) WT.(GM) 


% > MEAN 






MEAN 


MIN MAX 


MEAN MIN MAX MEAN 


LIMIT LIP 


S.M. BASS 


25 


ND 


ND ND 


25. 1 20.6 31.9 294 


0.0 0.7 


B. TROUT 


14 


ND 


ND ND 


43.6 40.4 48.0 1611 


0.0 10.1 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURON H-5 
POINT EDWARD 
CHATHAM 
4259/8 228 
1976 



REGION: SW 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTh (CM) WT.(GM) * > MEAN I 
MEAN MIN MAX MEAN LIMIT LIPID 



S.M. BASS 



10 



7 78 



85 1350 



24.9 22.2 28.7 



28 



0.0 



2.2 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURON H-5 
POINT EDWARD 
CHATHAM 
4259/8228 
1976 



REGION: SW 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



S.M. BASS 



10 



ND 



ND 



ND 



24.9 22.2 28.7 



28 



0.0 



2. 2 



PARAMETER : PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



ONTARIO MINISTRY OF THE ENVIRON^ENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION; 
TO WJ SKIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 



LAKE HURON h-5 
POINT EDWARD 
CHATHAM 
4259/8228 
1976 



REGION: SW 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT. (GM) % > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SPLAKE * 20 2598 1260 6480 50.1 45.0 58.0 1869 65.0 10.5 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SPLAKE 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > JO 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FCR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BPANCK 

LOCATION: LAKE HURON h-5 

TOWNSHIP: POINT EDWARD 

DISTRICT: CHATHAM 

LAT/LONG: 4259/8 228 

YEAR: 1976 
SEX: - 



REGION: SW 
SOURCE: MOE 



SPECI ES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



SPLAKE 



20 



ND 



ND 



ND 



50.1 45.0 58.0 1869 0.0 10.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ON1AR10 MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON #5 

TOttNSHIP: - 

DISTRICT: LAMB TON 

LAT/LONG: 4310/8 215 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MI N MAX MEAN 



%> MEAN * 
LIMIT LIPID 



S.M. BASS * 28 667 90 2120 

COHO * 16 1128 120 2360 



33. 3 24.8 41.8 
59.8 37.6 70. 3 



625 
2753 



3.6 
12.5 



2.1 
5. 9 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

S.M. BASS 
COHO 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 
A 



B 

A 



B 



PCB 
PCB 
PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON #5 

TOWNSHIP: - 

DISTRICT: LAMB TON 

LAT/LONG: 4310/8215 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 


N MI REX 
MEAN 


< 

MIN 


PPB) 
MAX 


S.M. BASS 
COHO 


28 ND 
lb ND 


ND 
ND 


ND 
ND 



LENGTH (CM) KT.(GM) 
MEAN MIN MAX MEAN 



33. 3 24.8 41.8 625 
59.8 37.6 70.3 2753 



%> MEAN % 
LIMIT LIPID 



0.0 
0.0 



2.1 
5. S 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB- 2 

TOWNSHIP: TINY 

DISTRICT: SIMCOE 

LAT/LONG: 4448/8004 

YEAR: 1971 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



RAINBOW 
SPLAKE 



N 



6 
2 



PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



550 
600 



200 
500 



1000 
700 



40. 
26. 6 



30.5 
24.0 



48. 3 
29.2 



) 


% > 


MEAN % 




LIMIT 


LIPID 





0.0 


7.4 





0.0 


2.9 



ONTARIO KIM ST FY OF THE ENVIRONMENT 
LAEORATOFY SERVICES BRANCH 

POLLUTANT: PCB LOCATION: LAKE HUFON/GB.2 

.TOUNSK1P: GEORGIAN BAY (FREDERICK STREET) 

DISTFICT: PARR* SOUND 

LAT/LONC: 4530/8029 

.'1ISSUE: MUSCLE ¥EAR: 1976 SCUFCE: MOE 

LIMIT: 2000 PPL SEX: - 

SPECIES N PCB ( PPB) LENGTH (CM) WT.(GM) ?> MEAN \ 

MEAN KIN MAX MEAN MN MAX MEAN LIMIT LIPID 

PIKE 15 108 40 280 77.0 64.0 54.5 336 0.0 0.4 



ON1ARIG MINISTRY OF THE ENVIPONMENl 

LABGFATGRY SERVICES BRANCH 

POLLUTANT: WRO LOCAllON: LAKE HUFON/GB.: 

.lOhNSBIF: GEOICIAN BAY (FREDERICK STREET 1 ) 

LIS1FICT: PAFF* SOUND 
LAT/LONC: 4530/8029 

1576 SOLFCE: MCI. 



LENGTH (CM) V T. (CM) %> KE/N \ 
MEAN MIN MAX MEAN LIMIT LIPID 



PIKE 15 ND ND ND 77.0 6 4.0 94.5 3 36 0.0 0.4 



•i ISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


10C 


PPE 


S EX : - 


SPECIES 


N 


M1REX 


( PPb) 






MEAN 


MIN MAX" 



ONTARIO Ml MSI FY OF THE. EN VIFONMENT 
LAEOFATOEY SERVICES BRANCH 



FCLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LOCATION: LAKE HURON/GB.:- 

TOWNSHIP: GEORGIAN BAY 

DISTRICTS PAFFY SOUND 

LAT/LONG: 4 543/8025 

YEAR: 1976 
SEX: - 



Cram island) 

(BRITT) 
SGOFCE: KOE 



SPECIES 



N 



PCb 
MEAN 



KIN 



PPB.) LENCTH (CM) VT.(CM) 

MAX NEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



WALLEYE 
UKE 



16 

20 



4 36 
12 7 



25 
45 



2 78 
310 



51.5 32.4 
6 5.6 51. C 



6 6.5 16 8t 11.1 1.2 
63.0 2150 0.0 0.5 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
WALLEYE 



<6 



6-8 8-10 



SIZE RANGE: (INCHES) 
10-12 12-14 14-18 18-22 22-26 



A 



26-30 >30 



A PCE 
B PCB 
- PCE 



CONCENT FAT I ON < 2 00C PPE 

CONCENT FMT ON "> 2 0C0 PPE 

DA'IA NCI AVAILAELE FCK TbIS SIZE 



ONTAFIO MINISTFY OE THE ENVIRONMENT 
LAECIATGFY SERVICES BFANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 10C PPb 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURONYCB. 
GEORGIAN BAY 
PAFFY SOUND 
454 3/8 03 9 
1976 



(HAFT ISLAND) 

(BRITT) 

SOUFCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



WALLEYE 
PIKE 



18 
20 



ND ND ND 51..! 32.4 66.5 1688 0.0 1.2 
ND ND ND 65.6 51.0 83.0 2150 0.0 0.5 



ON.TARIC MINISTRY OF THE ENVIRONMENT 
LABGIATCRY SERVICES BRANCH 

POLLUTANT: PCB LOCATION: MOGN/GB.3 RIVER SUbLCC: Kt 

10WSHIP: CONGER (HOOT! ?J\ r ": FALLS) 

DISTRICT: PARRY SOUND 

LAT/LONG: 4 508/7959 

.TISSUE: MUSCLE \EAR: 1976 SOURCE: tU 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB ( PRB.) LENGTH (CM) kT.(GM) *> MEAN \ 

MEAN MN MAX MEAN MIN MAX MEAN LIMIT LIPID 

V.ALLEYE * 19 501 80 2170 61.6 48.2 77.5 2113 5.3 1.1 

PIKE 17 218 10 880 6 5.7 49.0 £2.0 1461 0.0 4 3.9 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

WALLEYE -----AAAAA 



A PCB CONCENTRATION < 2 000 PPB 

b PCB CONCENTRATION "> 2000 PPB 

- PCB DA'IA NG'l AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

POLLUTANT: MIREX LOCATION: MCGN/GB.2 RIVER , SUELOC: Rf 

TOWNSHIP: CONGER (HOOIT ?,IW3 PALIS) 

L1STHCT: PARRY SOUND 

LAT/LONG: 4 508/7 959 

.TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 100 PPB StX: - 

LENCTH (CM) WT.(CK) %> MEAN * 

MEAN MIN MAX MEAN LIMT LIPID 

61. 6 48. 2 77.5 2113 0.0 1. 1 
65.7 49.0 82.0 1461 0,0 43.9 



SPECIES 


N MIREX 
MEAN 


( 

MN 


PPB) 
MAX 


hALLEYE 
F1KE 


19 ND 
17 ND 


ND 
ND 


NC 

ND 



ONTARIO MIN1STFY Gt 'IKE ENVIRONKERT 
LABORATORY SEPVICLS BRANCH 



POLLUTANT: PCB 

.1 ISSUE: MUSCLE 
LIMIT: 2000 


PPB 


LOCATION: 

TOV.NShlP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 


FRENCH RIVER 
CEGRCIAN BAY 
PARRY SOUND 
4556/8054 
1S76 


SOURCE: MOE 


SPECIES 




N 


PCB 

ME AN 


( PPB.) 
MIN MAX 


LBNCTH (CM) 
IE AN KIN MAX 


WT.(CK) %> MEAN ¥ 
MEAN LIMIT LIPID 


fcALLEYE 
PIKE 




* 36 
1 


113 

25 


ND 670 


37. 3 12. 59.0 
40.0 - 


726 O.C 1,0 
500 0.0 1.] 



* SIZE SPECIFIC CLASSIf ICA1ION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
V.ALLEYE 



<6 



6-e 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 12-22 22-26 26-30 >30 



A 



a 



A PCB 
E PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 00 PPb 
DAI A NG'i AVAILABLE FCR IBIS SIZE 



POLLUTANT: MI REX 



.1 ISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: FRENCH RIVER 

TOV.NSKIP: GEORGIAN BAY 

DISTRICT: PARRY SOUND 

LAT/LONG: 4 556/8054 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIR EX 
MEAN 



( PPB) LENGTH (CM) WT. (CM) %> MEAN <t 
MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



V.ALLEYE 
PIKE 



36 
1 



ND 
ND 



ND ND .27.3 23.0 5S.0 726 0.0 1.0 
40. C - - 500 0.0 1.1 



POLLUTANT: PCB 



.TISSUE: MUSCLE 
LIMIT: 2000 



GMAFIO MINISTFY Ot TUB ENVI RONf Et,"i 

LABGPATGPY SERVICES bRANCE 

LOCATION: SEQUIN/GR3 RIVER 
TCfcNSKIP: MCDCUCALL 
DlSTFICT: PAPFY SOUND 
LAT/LONC: 452 0/8002 
YEAP: 1977 

PPB SEX: - 



SUBLCC: SP 

(SKQUIN RIF'T.) 

SCUFCE: MGE 



SPECIES 



PCB ( PPb) LENGTH (CM) V\T . (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



*> MEAN * 
LIM'I LIPID 



SMELT 
PIKE 



1C 

1 



127 
20 



260 15.8 13. 6 16.5 24 0.0 4.1 

66.5 - - 4650 0.0 0,0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZ't SPECIFIC CLASSIFICATION: PCB 



SPECIES 

SMELT 



<6 

A 



SIZE FANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 



26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION "> 2 000 PPB 

DATA NOT AVAILABLE FOP THIS SIZE 



PCLLDTANT: MI REX 



.TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTFY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: SECjUIN/GB.2 RIVER 

10VNSHIP: MCDOUCALL 

DISTRICT: PAPPY SOUND 

LAT/LONC: 4520/8002 

YEAR: 1977 
SEX: - 



SUBLGC: SR 

(ssounr pivtt.) 

SGUICE: MOL 



SPECIES 



N MIREX ( PPb) LENGTH (CM) KT . (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



*> MEAN * 
L1MT LIPID 



SMELT 
PIKE 



10 ND ND ND 15.8 13.8 18.5 24 0.0 4.1 
1 ND - 68.5 - - 4650 0.0 0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


LAKE HURON GB-4 
GEORGIAN BAY 
SIMCOE 








L AT/LONG: 


4435/8015 REGION: NE 


TISSUE: MUSCLE 




YEAR: 


1974 SOURCE: MOE 


LIMIT: 2000 


PPB 


SEX: - 






SPECIES N 


PCB 


(PPB) 


LENGTH (CM) KT.(GM) 


1 > MEAN f 




MEAN 


MIN MAX 


MEAN MIN MAX MEAN 


LIMIT LIPID 


W. SUCKER 10 


1282 


900 1550 


40.5 37. 3 42.6 8 35 


0.0 0.0 


RAINBOW 8 


1513 


58 30 00 


57. 3 45. 6 69.8 2740 


12.5 0.0 



PARAMETER: PC6 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOKNSHIP: GEORGIAN BAY 

DISTRICT: SIMCOE 

LAT/LONG: 44 3 5/8 015 

YEAR: 1974 
PPB SEX: - 



SUBLOC: NB 



REGION: NE 
SOURCE: MOE 



SPECIES 



PCB (PPB) LENGTH (CM) WT.(GN) % > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 



186 



160 



220 



28.3 26.5 31.0 



318 



0.0 



0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONfENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURON GB-4 
GEORGIAN BAY 
SIMCOE 
4435/8015 
1974 



SUBLOC: NB 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



W. SUCKER 2 580 260 900 37.0 36.1 37.8 650 0.0 0.0 

RAINBOW 2 510 220 800 41.2 34.3 48.0 992 0.0 0.0 

WALLEYE 3 827 320 1400 54.2 45.9 62.2 2202 0.0 0.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



OMARIC MI til Si£H Of THE ENVIRONMENT 

LABCEATOS? SERVICES BRANCH 

LOCATION: NCITAIASACA RIVER 

'IGfcNSRlP: SUNMIDALE 

LI STRICT: SINCOE 

LAT/LGNC: 44 32/8000 

YEAR: 1976 
PPL SEX: - 



SGUECE: J'OE 



SPECIES 



N PCb ( PPB) LENGTH (CM) M. (CM) l> MEAN \ 

MEAN MIN MAX MEAN UN MAX MEAN L1M1 LIPID 



RAlNEOfc 



IS S£3 340 1910 62.< 45.0 76.2 295 0.0 5.9 



POLLUTAN'I: MI REX 



r l ISSUE: MUSCLE 
LIMIT: 100 PPb 



ON1ARIG MINIS1FY OP THE ENVIRONMENT! 

LAEGIA'lGRY SERVICES BRANCH 

LOCATION: NCllAV.ASACA RIVtP 

10VNSHIP: SUNMIDALE 

DlSTIIC'l: SIMCOE 

LAT/LONG: 44 32/6000 

YEAR: 1S76 
SEX: - 



SOURCE: MCE 



SPECIES 



N MIREX ( PPb) LENGTH (CM) ll.(GM) 

MEAN MIN MAX MEAN M.IN MAX MEAN 



¥> MEAN * 
LIMI L1P1L 



RAINbOfc 



19 



m 



NO 



i\L 



12 Ji 4 5. C 7 6. 2 



295 



0.0 



C ( 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWJSHIP: GEORGIAN BAY 

DISTRICT: SIMCOE 

LAT/LONG: 4435/8015 

YEAR: 1974 
PPB SEX: - 



SUBLOC: OS 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) VI. (GK) % > MEAN S 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 8 189 100 340 26.9 24.7 28.1 247 0.0 0.0 
RAINBOW 3 1187 900 1500 62.2 57.3 70.8 J274 0.0 0.0 
W. SUCKER 2 975 850 1100 37.6 35.2 40.0 680 0.0 0.0 



PARAMETER: PCB 



TISSUE* MUSCLh 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWNSHIP: GEORGIAN BAY 

DISTRICT: SIMCOE 

LAT/LONG: 44 35/8 015 



PPB 



Vr;A'n!: 
SEX: - 



1-/74 



SUBLOC: PM 



REGION: NE 
SOU ICE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) Wl.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



R. BASS 
WALLEYE 



74 60 80 19.5 17.0 22.1 158 0.0 0.0 
108 70 160 46.3 36.5 52.7 1096 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWNSHIP: GEORGIAN BAY 

DISTRICT: SIMCCE 

LAT/LONG: 44 35/8015 

YEAR: 1974 
PPB SEX: - 



SUBLCC: PM 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 



J 58 



2 70 



4 30 



57. 5 50.9 62. 3 



2201 



0.0 



0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCh 

LOCATION: LAKE HURON GB-4 
TOWNSHIP: COLL1NGWOOD 
DISTRICT: GREY 
LAT/LONG: 44 34/8026 
1974 



PPB 



YEAR: 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


PCB 
MEAN 


(PPB) 
MIN MAX 


LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 


1 > 
LIMIT 


MEAN 1 
LIPID 


W. SUCKER * 
Y. PERCH * 
RAINBOW * 


10 
10 
10 


56 2 

91 

910 


160 

60 

110 


1310 

140 

2460 


36.9 32.2 41.0 577 
26.9 23.5 30.0 280 
52.1 30.2 68.9 2109 


0.0 

0.0 

10.0 


0.0 
0. 
0. 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

W. SUCKER 
Y. PERCh 
RAINBOW 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > JO 



A 
A 
A 



A 

A 
A 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION '> 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON/ GB4 

TOWNS HIP : COLLI NGY/OOD 

DISTRICT: GREY 

LAT/LONG: 4443/8025 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) jft> MEAN ^ 
MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 20 378 15 800 52.6 21.2 68.5 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



1593 0.0 4.0 



SPECIES 
RAINBOW 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HUR0N/GB4 

TOWNSHIP : COLLINGWOOD 

DISTRICT: GREY 

LAT/LONG: 4443/8025 

YEAR: 1977 • 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) p- MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW 



20 



ND 



ND 



ND 



52.6 21.2 68.5 1593 



0.0 



4.0 



POLLUTANT: PCB 



.1 ISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON'/CB4 

TOWNSHIP: GEOGIAN BAY 

LI STRICT: GREY 

LAT/LONG: 44 40/8 54 

YEAR: 1S76 
PPB SEX: - 



SOURCE: HOE 



SPECIES 



N PCB ( PPB.) LENGTH (CM) WT.(GM) %> MEAN * 
MEAN KIM MAX MEAN MIN MAX MEAN LIMIT LIPID 



CCHC * L3 888 210 1350 57.4 47.1 63.4 2262 0.0 6.4 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

S1ZL SPECIFIC CLASSIFICATION: PCB 



SPECIES 
COHO 



<6 



SIZE RANCE: (INCHES) 
6-8 8-10 10-12 12-34 14-38 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE fGR THIS SIZE 



POLLUTANT: MIREX 



.TISSUE: MUSCLE 
LIMIT: 100 PPE 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HUPON7CB4 

TOfcNShlP: GEOGIAN BAY 

DISTRICT: GREX 

LAT/LONG: 4440/8054 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



M1REX ( PPB.) LENGTH (CM) KT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



COHO 



13 



ND 



ND 



ND 



57.4 4 7.1 6.' 



'26: 



0.0 



6.4 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWNSHIP: ST. VINCENT 

DISTRICT: GREY 

L AT/LONG: 444 3/80 38 

YEAR: 1976 
PPB SEX: - 



REGION: SW 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) KT. (GM) « > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SPLAKE 


* 


32 


514 


45 


2 28 


33.1 22.8 56.0 


616 


J. 1 


5.8 


RAINBOW 




6 


245 


95 


66 


35. 9 26. 5 4 3. 9 


729 


0.0 


6.6 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 

SPLAKE --AAAAAB-- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION ~> 200 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OP THE ENVIRONMENT 



POLLUTANT: PC3 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LABORATORY SERVICES BRANCH 

LOCATION: LAKE HUR0N/GB4 
T017NSHIP: ST. VINCENT 
DISTRICT GREY 
LAT/LONG: 44 42/8035 
YEAR: 1977 



SOURCE: MOE 



SPECIES 



N PCB 

MEAN 



( PPB) 

MIN MAX 



LENGTH (CM) WT.(GM) ?<> MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



609 



SPLAKE * 33 245 10 810 34.1 23.7 48.7 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 3.9 



SPECIES 

SPLAKE 

A PCB 
B PCB 
- PCB 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT : 1 00 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON/GB^ 

TOWNSHIP: ST. VINCENT 

DISTRICT: GREY 

LAT/LONG: 4442/8035 

YEAR: 1977 
SEX: - 



SPECIES 



N MIREX 
MEAN 



SOURCE: MOE 



( PPB) 

MIN MAX 



LENGTH (CM) WT.(GM) 



■fe 



MEAN f! 



MEAN MIN MX 



MEAN LIMIT LIPID 



SPLAKE 



ND 



ND 



ND 



34.1 23.7 48.7 



609 0.0 3.9 



SPECIES 




N 


POs 


( 


him) 








hh&U 


tin 


RA A 


E. TROuT 


* 


2 


92 7 


200 


2350 


Chi NOOK 


* 


21 


4 09 


8 


1110 



O^IAI-IL e l&lii% i.i U 'iUL Luvil.ui.r Li '] 
L/^bCRATCRY SERVICES BPAuCE; 

PvLLblAi\'l: FCb LOCA11GR: LAKE UtiFMN Cl-4 

lU^RiilR: - 

DISTRICT: bhUCE 

LM/LUlC: 4447/l'llS 

TliiSUE: MiSCLb YEAR: 3f?1 SOURCE: bGIl 

Lir.I'i: 20 i-Pb SEX: - 



EErtCTE (Ci.) V'I.(GE) l> HEA*I ? 

REAN EIN RAX I'EAHi EIR1T LIPID 



49. 6 4C.0 64.8 200S 5.0 7.2 
43.3 30.4 59.0 892 0.0 1.8 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

b. TROUT ------ A A AA- 

CHINOOK ---AAAAA-- 



A PCB CONCENTRATION < 2000 PPB 

& PCB CO.jCEN'IRATIOh > 2 00 PPB 

- PCB DATA i\u'i AVAILABLE FOR TRIE ti'lB 



- - C-N'lAhlO rlNISTRy OF TEE fcd Vl FONT- ENl 

LABORATORY SERVICES BRANCh 

PoLLU'lAiRi: EIRbX LuCA'IlCN: L?ER hu KO.N CB4 

10ENSR1P: - 
DIS'IRICT: BRUCE 
BAl/LOi\C: 4447/81 3J 

197 7 SOU ICE: ROE 



LCRCTE {&"■) V.I.(O-) *> REAR S 
: gAN > Im RAX RCAw E1EI1 LIPID 



1 ISSUE: ' 
L1RI I : 


:uscl 

100 




RPo 


YEAP 
SEX: 


- 


SPECIES 




et 


I": I REX 

hk.hH 


( 
ft 1 N 


PPb) 
I AX 


B. TRCjI 
CrtI ROoK 




2G 
21 


fSlJ 

IJL/ 


Nb 





4 9.6 4 CO 64. | 2 00 9 0.0 7.2 
4 3.3 30.1 5 9.0 V$2 0.0 1.8 



PARAMETER: PCB 



TISSUE: MUSCLE 




YEAR 




LIMIT: 


2000 


PPB 


SEX: 


*■ 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


Y. PERCH 


2 


30 


20 


40 


W. SUCKER 


4 


118 


90 


150 


PIKE 


* 10 


96 


60 


140 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON NC-1 
TOWNSHIP: LAKE GEORGE 
DISTRICT: ALGOMA 
LAT/LONG: 4 757/8446 
1974 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



24.6 23.4 25.8 
4 3. 1 40. 3 46.4 
51. 9 43.8 63.8 



I > MEAN % 
LIMIT LIPID 



2 28 0.0 0.1 
988 0.0 0.8 
96 6 0.0 0.2 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
PIKE 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 10 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION "> 200 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRO^ENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON NC-1 

TOWNSHIP: SPRAGGE 

DISTRICT: ALGOMA 

LAT/LONG: 4611/8 219 

YEAR: 1974 
PPB SEX: - 



SUBLOC: SP 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN I 
LIMIT LIPID 



h. SUCKER * 11 


125 20 480 35.8 30.9 


4 3.5 


585 


0.0 


0.1 


Y. PERCH 7 


46 40 60 27.1 24. 1 


29.2 


284 


0.0 


0.0 


PIKE 10 


114 8 150 52.9 4 5. 5 


68.5 


9 90 


0.0 


0.0 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
W. SUCKER 



<6 



6-8 



SIZE RANGE: (INChES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A PCB 
B PCB 
- PCB 



CONCEN1 RATION < 20 00 PPB 

CONCENTRATION "> 2 00 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON NC-1 SUBLOC: SR 

TOWNSHIP: SPRACGE 

DISTRICT: ALGOMA 

LAT/LONC: 4611/8 219 REGION: NE 

TISSUE: MUSCLE YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PC3 (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 


8 


134 


50 


420 


66. 7 29. 7$$$?$ 


441 


0.0 


0.0 


Y. PERCH 


9 


149 


70 


240 


26.1 23. 9 30.7 


220 


0. 


0.0 


PIKE 


6 


293 


150 


420 


64.3 51.7 75.5 


1885 


0.0 


0.0 



PCB AND MIRSX DATA SUMMARIES 
LAKE SUPERIOR 



1 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO KlblSTRS Of THE ENV I KCNMENT 

LABORATORY SERVICES BRAN CI 

LOCATION: LAKE SUPERIOR#l 

TOWNSHIP: PINE BAY 

DISTRICT: THUNDER3AY 

LAT/LONG: 4 8 02/8 93 

YEAR: ly73 
PPB SEX: - 



REGION: NE 
SOURCE: HO E 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) IJT.(GH) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 




4 


843 


590 


12 00 


41.6 37. 3 45.2 


845 


0. 


0.0 


WALLEYE 


* 


11 


222 


12 


390 


43.6 37.6 46.5 


1138 


0. 


0. 8 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
WALLEXE 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



B 



A PCB 
b PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NO'l AVAILABLE FOP THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER 


: PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


LAKE SUPERIOR*! 
PINE BAY 
THUNDERBAY 










LAT/LONG: 


4802/8930 REGION: NE 


TISSUE: MUSCLE 




YEAR: 


1974 SOURCE: MOE 


LIMIT: 


2000 


PPB 


SEX: - 






SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT.(GM) 


% > MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX MEAN 


LIMIT LIPID 


WHITEPISH 


2 


135 


100 170 


44.7 42.2 47.2 1149 


0.0 0.0 


L. TROUT 


6 


292 


190 430 


45.1 43.2 47.5 1257 


0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



N 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 





LOCATION: 


LAKE SUPERIORtl 




TOWNSHIP: 


TERRACE BAY 




DISTRICT: 


THUNDERBAY 




LAT/LONG: 


4847/8 706 




YEAR: 


1976 


PPB 


SEX: - 




PCB 


(PPB) 


LENGTH (CM) 


MEAN 


MIN MAX 


MEAN MIN MAX 



SUBLOC: TB 



REGION: NE 
SOURCE: MOE 



WT . ( GM ) 
MEAN 



% > MEAN % 
LIMIT LIPID 



RAINBOW 



51 231 



ND 



600 



51.4 30.0 66.0 



1481 



0.0 



2. 3 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIORS 

TOWNSHIP: TERRACE BAY 

DISTRICT: THUNDERBAY 

LAT/LONG: 4847/8 706 

YEAR: 19 76 
SEX: - 



SUBLOC: TB 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW 



51 



ND 



ND 



ND 



51.4 30.0 66.0 



1481 



0.0 



2.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



SPECIES 



LABORATORY SERVICES BRANCH 



LOCATION: 

TOMSHIP: 
DISTRICT: 
LAT/LONG : 
YEAR : 
SEX: - 



LAKE SUPERIORS 1 

L.SUPERIOR 

THUNDERBAY 

4847/8710 

1976 



SU3L0C: TB 
(TERRACE BAY) 



SOURCE: MOE 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) V. T T.(GM) 

MEAN MIN MAX MEAN 



c /a > MEAN £ 
LIMIT LIPID 



L. TROUT * 15 675 310 1660 52.5 47.0 65.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



2065 0.0 9.8 



SPECIES 
L. TROUT 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATI ON : 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SUPERIOR#2 

BLACKBAY 

THUNDERBAY 

4840/8825 

1973 



REGION: 

SOURCE: 



NE 
MOE 



SPECIES 



PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CISCO 9 570 62 880 32.1 26.9 34.5 432 0.0 0.0 

L. TROUT 10 1796 1020 4260 199.0 55.1$$$$$ 2608 30.0 0.0 

WHITEFISH 10 537 390 810 44.0 41.7 46.7 1072 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



N PCB 



LOCATION: LAKE SUPERIOR*? 3 
TOWNSHIP: NIPIGON 
DISTRICT: L.SUPERIOR 
LAT/LONG: - 
YEAR: 1974 
SEX: - 



, SUBLOC: HP . 
(HUGHES POINT) 



SOURCE: MOE 



( PPB) 
[JEAN MIN MAX 



LENGTH (CM) WT.(GM) $ > MEAN # 
MEAN MIN MAX MEAN LIMIT LIPID 



WRTTEFISH 
CISCO 



16 1435 
6 860 



1 90 6000 
730 1000 



44.2 36.5 53.8 
33.7 32.3 35.6 



1367 25.0 4.9 
518 0.0 2.7 



PARAMETER: PCB 



TISSUE : MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE SUPERIOR^ 
TOWNSHIP: NIPIGON 
DISTRICT: L.SUPERIOR 
LAT/LONG-: - 
YEAR: 1974 
PPB SEX: - 



SUBLOC: MI 
(MOSS ISLAND) 

SOURCE: MOE 



SPECIES 



H 



PCB 
MEAN 



(PPB) 

MIN MAX 



LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN 



% > MEAN jk 
LIMIT LIPID 



CISCO 4 603 400 830 
WHITEPISH 4 615 500 700 



33.4 32.0 35.6 458 0.0 3.4 
45.2 43.4 46.7 1151 0.0 5.1 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE SUPERI0R#3 

TOWNSHIP: ROSSPORT 

DISTRICT: THUNDERBAY 

LAT/LONG: 4849/8733 

YEAR: 1973 
SEX: - 



N PCB 



SUBLOC: RP 



SOURCE: MOE 



(PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN # 
MEAN MIN MAX MEAN LIMIT LIPID 



WHITEFISH * 20 300 120 580 
L. TROUT 10 894 510 1170 



40.0 34.8 46.0 776 
51.3 46.0 55.4 1839 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 
0.0 



0.0 
0.0 



SPECIES 
WHITEFISH 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE : MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE SUPERIORS 

TOWNSHIP: ROSSPORT PT 

DISTRICT: THUNDERBAY 

LAT/LONG: 4849/8733 

YEAR: 1976 
PPB SEX: - 



SUBLOC: RP 
(ROSSK)RT POINT) 

SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) $> MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 


39 


1880 


65 


5980 


52.2 41.0 68.0 


COHO 


4 


460 


50 


1090 


46.5 46.0 47.0 


RAINBOW 


2 


495 


480 


510 


61.0 61,0 61.0 



2372 33.3 12.6 
1244 0.0 2.2 
1990 0.0 5.1 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



SPECIES 



N PCB 



LOCATION: LAKE SUPERI0R#3 
TOWNSHIP: THUNDERBAY 
DISTRICT: THUNDERBAY 
LAT/LONG: 4825/8900 
YEAR: 1973 
SEX: - 



SUBLOC: TB 
(THUNDER BAY) 



SOURCE: MOE 



(PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) fo > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



WRTTEFISH * 10 799 520 1140 
L. TROUT 8 1668 1200 2200 
CISCO 10 706 540 1250 



45.1 42.4 47.5 

59.2 53.8 67.1 
35.0 33.8 36.8 



1194 0.0 0.0 

2581 12.5 0.0 

486 0.0 0.0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SPECIES 
WHITEFISH 



<6 



SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

A A 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



I 1 



POLLUTANT: PC 3 



TISSUE: MUSCLE 
LIIIIT: 2C00 



SPECIES 



ONTA LlC MEflSJftY OP THE ESYIROKL-SiH 

LABORATORY SERVICES BRAITCH 

LOCATION: LAKE SUPERIOR,".! 

TOENSHIF: - 

DISTRICT: THUBDEH MY 

LAT/LCEIG: 4847/8710 

YEAH: 1977 



PPB 






II PCB ( PPl) LENGTH (CI I) 
JCA1I MIN MA" JEAN KIR MAE 



SOURCE: iroi; 



:t.(gm) ;'> r-s&ui '> 

:-3AH LIIIIT LIPT ) 



7.9 



WHII2FISH * 25 17<' 70 520 47.4 42.0 55. C 999 0.0 

L. TROUT * 23 2'MS) 16C 78SC 55.1 40. 74.0 17^3 39.1 12.7 

* 312 E SPECIFIC CLASSIFICATION AVAILABLE 



C|T7T q 



SPECIFIC CLASS IFICATION: PCB 



SPECIES 

EHITEFISH 
L. TROUT 



SI 



RANGE: (INCHES) 
<6 6-8 8-10 10-1? 12-1^! 14-18 18-22 22-26 26- % 



>30 



A 

A 



A 



A 
B 



A PCB 
3 PCB 
- PCB 



CONCENTRATION < 2000 PP3 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZ] 



POLLUTANT: BIKE3 



TISSUE: ITU 


bcle 




YEAR : 


LIMIT: 


100 


PPB 


SEE: - 


SPECIES 


N 


HI REE 


( PPB) 






MEAN 


HIN MAY 


EHITBFISH 


25 


ND 


nd m 


L. TROUT 


23 


m 


ND ND 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPER IORjM 
TOV.'NSHIF: - 
DISTRICT: THU1DER BAY 
LAT/LONC- : / f 47/871 n 
1577 



SOURCE: MO 



LENGTH (CM) ^'T.(GM) '> MEAN J J 
MEAN MIF ILEX MEAN LIMIT LIPID 



H.s 42.0 55.0 
55.1 40.0 74.0 



999 
1763 



0.0 7.0 
0.0 12.7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 


LAKE SUPERIOR#5 






TOWNSHIP: 


JACKFISH BAY 






DISTRICT: 


THUNDERBAY 






LAT/LONG: 


4848/8659 


REGION: 


NE 


YEAR: 


1973 


SOURCE: 


MOE 



PARAMETER: PCB 



TISSUE: MUSCLE 

LIMIT: 20u0 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WHITEFISH 10 118 8 200 39.6 37.6 42.2 891 0.0 109.9 

CISCO * 10 193 130 270 38.5 33.8 56.3 612 0.0 0.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

CISCO ---AAAAA-- 



A PCB CONCENTRATION < 2 00 PPB 

B PCB CONCENTRATION > 2000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 5 
TOWNSHIP: JACKFISH BAY 
DISTRICT: ALGOMA 
LAT/LONG: 4 84 8/86 59 
YEAR: 1974 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



742 320 1200 50.3 46.7 55.4 1788 0.0 0.0 



PARAMETER: PC3 



TISSUE: IIUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY 01 Tills ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



N PC3 



LOCATION: LAKE SUPERIORS 

TOWNSHIP : MARATHON 

DISTRICT: THUNBERBAY 

LAT/LQNG: 4843/8623 

YEAR: 1S74 
SEX: - 



SUBLOC: JIH 
(MARATHON HARBOUR) 

SOURCE: MOE 



(PPB) 



MEAN MIN MAX 



LENGTH (Cli) 1/T.(GH) $S > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



10 



690 360 1200 55.0 51.6 58,4 2203 0.0 0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH , ' ' 

PARAMETER: PCD LOCATION: LAKE L. SUPERIOR* 5 

TOWNSHIP: L.SUPERIOR 

DISTRICT: THUNDERBAY 

LAT/LONG: 4844/8625 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WHITEFISH 18 1572 150 5710 37.6 31.0 45.0 479 22.2 2.4 

W. SUCKER * 23 1198 135 6 000 27.8 20.5 47.0 302 21.7 1.1 

L. TROUT * 33 3652 700 10800 66.7 37.0 77.5 3225 78.8 14.7 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

W. SUCKER -AAAABB--- 

L. TROUT ----AABBBB 



A PCB CONCENTRATION < 2000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



SPECIES 



LOCATION: LAKE SUPERI0R//6 
TOUNSHIP: MICHIPICOTEN 
DISTRICT: ALGOMA 
LAT/LONG: 4757/8453 
YEAR: 1973 
SEX: - 



SUBLOC: MB 
(MICHIPICOTEN BAY) 



SOURCE: MOE 



N PCB (PPB) LENGTH (CM) VfT.(GM) % > MEAN ?5 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WHITEEISH * 10 240 90 350 
L. TROUT 5 482 200 1300 
CISCO 10 297 200 430 



45.5 41.1 47.5 1090 
37.9 20.2 44.5 964 
36.3 33.0 38.1 562 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 0.0 
0.0 0.0 
0.0 0.0 



SPECIES 
WHITEFISH 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERI0R#6 

TOWNSHIP: - 

DISTRICT: ALGOMA 

LAT/LONG: 4746/8452 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) $> MEAN $ 
MEAN MIN MX MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 15 216 73 640 58.^! 49.2 73-0 1720 0.0 
SISCOWST * 11 2C96 610 4270 50.7 0.2 59.6 1673 36./! 
L. TROUT * 11 1067 280 2630 38.4 29-5 45.2 536 18.2 



2.5 

19.6 

7.6 



* oJ.z--.-j ijJr.iOJ.J- J. u ijjjjijolj.- jLWiU. J-Uj. i ii »i.uXJjiLait-. 



SPECIES 

PAINBO'- 7 
SISCOWET 
L TROUT 



<6 



\.y X ' : i .-j i ij ~ -- - J. -. io 



OEAoSIEICATIOY: ICE 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-1^1 14-18 18-22 22-26 26-30 



A 

A 
A 



A 



A. 



A 



A PCB 
B PCB 

- yci 



CONCENTRATION < 2 ^0 PP^ 

CONC^ 7 N rT1 PA m ION > F~^" Pl v 3 

LA' r A ;TO m AVAILABLE FOP THIS SIZE 



POLLUTANT: ""IR 1 ^ 



TISSUE: MUSCLE 
LIMIT: 1 -n PPB 



ON^A^IO MINISTRY OP ^HE 1 ENVIR0NT1ENT 

LABOFATORY SERVICES BPANCH 

LOCATION- LAKE SUPERIOR 

r7l 1 ' T NS'!''' T P * — 

DISTPICT: ALGOMA 

3jAT LONn-* /-/< ,r v r ? 

YEAP * 1 °" 7 '" 
S^Y- - 



SOURCE: 



•OE 



SPECIES 



N MIRE 
'/TEAN 



( PPB) LENGTH (CM) W r ^ (GM) f> MEAN ?■■ 

T fIH MAY MEAN MIN MAY MEAN LIMIT LIPID 



PAINBOW if WP HP NP c 8./ A9.2 ^3.0 

SISCOWRT M ¥P M^ N t ^"'.'" 4^.2 c Q.f 

T, TFOUf 1 ' "^ Tr n vp V P , / JKi„ P / r . 2 



1^20 r.O 2. r 



4 



ONTARIO MINISTRY Of THE liiJV IRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCS LOCATION: LAKE L. SUPERIOR*^ SU3LOC: MR 

TOWNSHIP: L.SUPERIOR 

DISTRICT: ALCOiMA 

LAT/LONG: 4653/84 30 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 200 PPB SEX: - 

SPECIES U ' PC6 (PPB) LENGTH (CM) UT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

RAINBOW 3 447 100 74 42.0 35.0 46.0 70 0.0 0.0 



POLLUTANT: PCB 



TISSUE: WHOLE 'FISH 
LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERI0R#6 

TOWNSHIP: - 

DISTRICT : ALGOMA 

EAT/LONG: 4657/8441 

YBAR: 1977 
PPB SEX: - 



SOURCE: MOE 



N PCB ( PP3) LENGTH (CM) WT.(GM) jS> MEAN ft 
MEAN MIN S&X MEAN MIN MX MAN LIMIT LIPID 



SMELT 



240 



140 



300 



17.3 15.0 20.0 



30 



0.0 4.9 



POLLUTANT: MIREI 



TISSUE: WHOLE PISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERI0R#6 

TOWNSHIP: - 

DISTRICT: ALGOMA 

LAT/LONG: £657/8441 

YEAR: 1977 
SEX: - 



SPECIES 



SOURCE: MO- 



W HIREX ( PPB) LENGTH (CM) WT.(GM) j5> MEAN ,'* 

mean mix max mean min max mm limit lipid 



SMELT 



NO) 



ID 



ED 



17.3 15.0 20.0 



0.0 4.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SUPERIOR#7 

BATCHAWANA 

ALGOMA 

4653/8430 

1973 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CISCO 6 143 80 220 37.3 25.9 41.7 663 0.0 0.0 
L. TROUT 2 400 400 400 50.7 48.3 53.1 1466 0.0 0.0 
WHITEPISH 7 200 60 340 46.1 43.4 51.1 1161 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR#7 

TOWNSHIP: BATCHAWANA 

DISTRICT: ALGOMA 

LAT/LONG: 4653/84 30 

YEAR: 1974 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) Wl 


'. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


L. TROUT 


6 


40 3 


80 


6 40 


56.6 48.5 65. 5 


1978 


0.0 


0.0 


WHITEFISH 


2 


41 


40 


42 


46.4 46.2 46.5 


1199 


0.0 


0.0 



ONTARIO MINISTRY OF THR ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



SPECIES 



LOCATION: LAKE SUPERIOR;?? SUBLOC: BB 

TOWNSHIP: L.SUPERIOR (BATCHAWANA BAY) 

DISTRICT: ALGOMA 

LAT/LONG: 4653/8430 

YEAR: 1976 SOURCE: MOE 

SEX: - 



N PCB (PPB) LENGTH (CM) V'T.(GM) J* > MEAN # 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



862 



160 1400 53.1 27.0 63.0 1789 0.0 0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LABORATORY SERVICES BRANCH 

LOCATION: LAKE. SUPERIOR// 7 
TOWNSHIP: - 
DISTRICT: ALGOMA 
LAT/LONG: 4653 
YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 
MEAN MIN MAX 



LENGTH (CM) VT.(GM) '/■> MEAN £ 
MEAN MIN MAX MEAN LIMIT LIPID 



1635 0.0 6.9 



L. TROUT * 20 341 71 1670 57.0 43.0 71.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIEE RANGE: (INCHES) 
SPECIES <6 6-6 8-1 G 10-12 12-14 14-16 18-22 22-26 26-30 >30 

L. TROUT -----AAAAA 



A PCB CONCENTRATION < 2C00 PPB 
3 PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZi 



POLLUTANT: MIREX 



TISSUE: 
LIMIT: 


MUSCLE 

1 00 PPB 


YEAR: 

SEX: - 


SPECIES 


N MIREX 
MEAN 


( PPB) 

MIN MAX 


L. TROUT 


20 ND 


ND N 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIORS 
TOV/NSKIP: - 
DISTRICT: ALGOMA 
LAT/LONG: 4653 
1977 



SOURCE: MOE 



LENGTH (CM) VT.(GM) *,2> MEAN £ 
MEAN MIN MAX MEAN LIMIT LIPID 



57.0 43.0 71.0 1695 0.0 6.9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF TEE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERI0R//7 , SUBLOC: PR . 

TOWNSHIP: L.SUPERIOR (PANCAKE RIVER) 

DISTRICT: ALGOMA 

LAT/LONG: 4653/8450 

YEAR: 1976 SOURCE: MOE 

PPB SEX: - 



SPECIES 



N PC3 (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) ?° > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW 



11 



113 



40 



300 53.4 39.0 64.0 1227 0.0 0.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENI 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 7 

TOWNSHIP: RYAN 

DISTRICT: ALGOMA 

LAT/LONG: 4 70 0/8 500 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT. (GM) %> MEAN I 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 15 802 2 2720 54.3 48.0 62.0 
SISCOWET * 13 1448 98 3 56 52.5 4 7.0 65.0 



1400 13.3 11.4 
13 54 15.4 14.7 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SISCOWET 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 10 



B 



fa 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION *> 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 

LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 7 

TOWNSHIP: RYAN 

DISTRICT: ALGOMA 

LATAONG: 4700/8500 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N MIREX 
MEAN 


( 
MIN 


PPB) 
MAX 


LENGTH (CM) 
MEAN MIN MAX 


WT.(GM) 
MEAN 


l> MEAN * 
LIMIT LIPID 


L. TROUT 
SISCOWET 


15 ND 
13 ND 


ND 

ND 


ND 

ND 


54. 3 48.0 62.0 
52.5 47.0 65.0 


1400 
1 3 54 


0.0 11.4 
0.0 14.7 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 7 
TOWNSHIP: RYAN 
DISTRICT: ALGOMA 
LAT/LONG: 4700/8500 
YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) t> MEAN ? 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



28 1124 



92 3560 



53.5 47.0 65.0 



1379 14.3 13.0 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR! 7 

TOWNSHIP: RYAN 

DISTRICT: ALGOMA 

LAT/LONG: 4700/8 500 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N 



MIREX 

MEAN 



( PPB) 
MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT 



28 



ND 



ND 



ND 



53.5 47.0 65.0 



1379 



0,0 13.0 



